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INTRODUCTION 


This Dt rectory is a companion volume to the Directory of Aerospace 
Safety Specialized Information Sources, NASA CR-121206 (N74-10887) 
which is available from the National Technical Information Service, 
Springfield VA 22151. 

The purpose of both publications is to make available to the 
aerospace and transportation safety community handbooks of 
organizations and experts in specific, well-defined areas of 
safety technology. It is designed for the safety specialist as 
an aid for locating both information sources and individual 
points of contact (experts) in engineering related fields. 

The 159 organizations covered in this Supplement and the 171 
organizations in the initial Directory, and their staff members, 
hopefully, should provide technical information in the form of 
documentation, data and consulting expertise. These will be 
sources that have assembled and collated their information, 
so that it will be useful in the solution of engineering problems. 
One of the goals of the project is to provide a consolidated listing 
and description of information sources located in the United States 
that have and are willing to share data of value to the aerospace 
and transportation safety community. 

An Aerospace Safety Specialized Information Source was defined 
as an organization that satisfies the following requirements: 

a. Maintains a specialized collection or file of materials 
to aerospace safety. 

b. Regularly provides qualified users with information on 
a particular subject, or with referrals to outside 
experts. 

c. Has a responsibility to function as an Information Source; 
however, this responsibility does not have to be 
formalized as part of their charter. 


The Directory and this Supplement include sources of data in 
aerospace design, tests, and operations, as well as information 
in hazard and failure cause identification, accident analysis, 
materials characteristics, and other related subject areas. 

These other safety-related information sources cover areas of 
vital interest to certain specialized aspects of aerospace safety. 

For example, the recent increase in the problems encountered 
transporting toxic and reactive chemicals, radioisotopes and 
other dangerous materials is the cause for the inclusion of a 
number of information sources on toxicology and hazardous cargo 
handling in the air, on water and by rail. Also, current work on 
cryogenic safety involving bulk handling of LNG tanker cargos 
accounts for sources that are concerned with marine safety, 

A parallel effort to include relevant sources of information 
on aircraft fire hazards and interior flammability accounts 
for the inclusion of sources on fire and flammability. Although 
the interests of aviation, aerospace, and ground support safety 
are of primary concern, the comprehensive coverage of the Directory 
and the Supplement will provide information of considerable value 
to safety professionals in many other fields. 

Of the approximately 1500 potential sources assembled for review 
and analysis, 400 met the above criteria and were contacted as 
candidates for the Supplement. A feature of the Directory Supplement 
over our initial Directory is the increased number of sources that 
are safety consultants, university research laboratories, not- 
for-profit research institutes and corporate organizations. We 
acknowledge the cooperation of the System Safety Society, whose 
officers advised us in identifying a number of safety professionals 
in these organizations. 

To present the contents of this Directory in an easy reference form, 
two indexes were developed using keyword terms to identify and 
highlight the expertise of the organizations and their staff 
members. To increase the usefulness of the Directory , the list 
of index terms used in this Supplement was enlarged and revised 
to match the latest revisions of the NASA, DDC and ASSE thesauri 
and brought into closer agreement with the vocabulary used by 
other NASA-ASRDI safety-related computerized information files. 

This will aid users of the Directory who intend to search for 
further information through ASRDI or the NASA and DDC information 
systems. These keywords were selected to describe these 
Information Sources and their Experts with meaningful terms that 
have a direct application to safety related problem areas. 

It is recognized that the Directory and its Supplement are an 
incomplete listing of safety aerospace information sources. 

We realize that there are other well qualified organizations that 
are not included. A number of them requested their omission for 
various management reasons. It is apparent that serious information 
gaps still exist and your comments for candidates are encouraged 
and welcomed, both from the standpoint of organizations who have 
special information files, as well as from individuals who are 
recognized experts in specific areas of aerospace and transportation 
safety technology. 


I 


I 


This handbook is one of a series of publications which are 
directories of information sources and points of contact for 
consultation on safety problems. They have been prepared under 
the management of the NASA Aerospace Safety Research and Data 
Institute (ASRDI). ASRDI has concentrated its safety projects 
and programs in selected areas^ and its published Directories of 
safety expertise reflect these' fields: 

(a) NASA CR-2624, "Register of Hydrogen Technology Experts", 
1975 

(b) NASA CR-134807, "Register of Specialized Sources for 
Information on Selected Fuels and Oxidizers", 1975 

(c) NASA CR-121149, "Directory of Workers in the Fire Field", 
1973 

(d) NASA CR-134754, "Register of Experts for Information 
on Mechanics of Structural Failure", 1975 

(e) NASA CR-121201, "Register of Specialized Sources for 
Information on the Mechanics of Structural Failure", 

1973 

(f) NASA CR-121206, "Directory of Aerospace Safety Specialized 
Information Sources", 1973 

(g) NASA CR-134929, "Directory of Aerospace Safety Specialized 
Information Sources", (Supplement), Volume 2, 1976 


George Mandel 

Program Manager, NASA-ASRDI 
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ADVISQBY CEHTEP OH TOXICOL06I (ACT) 

ADDHESS: National Research Council 
i!l01 Constitution Avenue 
Washington, DC 
20410 

TfiLEeHOHE: (202) 189--6751 
DIFECTO&; Wands, C, 

PARENT'S POHSOB-HOST AFFILIRTIOKs National Research Council 
YEAH INFQRHATrOH SOURCE BEGANs 1957 

HISSXON: io serve as a spokesman in international affairs for the United States 
ptoiGssious of toxicology and industrial hygiene; to advise and assist federal 
dgnscies, including the Armed Forces on problems involving toxicology- 

SDBJECT SCOPEt Toxicology; Hygiene and sanitation. 

MAJOR SUBJECT TERMS: Toxicity; Industrial hygiene; Hygiene. 

RESEARCH AND DEVELOPHEHT ACTIVITIES^ Recommends initiation of specific toxicological 
testing and research* 

STAFF SUBJECT SPECXALISTSS 

Subj[ect_S£ecialty Te l- N o * and £xt ^ fxl 

wands, K. C* Industrial Hygiene; Toxicity (212)389-6751 

STAFF; Full-time - professional 9, nonprofessional 8, total 17; part-time - professional 
0, non professional 0, total 0. 

XHTERHAL PUBLICATIONS: Handbopks/manuais; periodicals/journals; newsletters/trade 
literature; conference papers; reference lists/bibliographies. 

HOLDINGS: Books; reports and reprints; periodicals; reference llsts/bibliographles; 
standards and specifications. 

HKFEREHGB AND QUERY SERVICES; Questions answered individually; state-of-the-art reviews; 
advisory and consulting services; referrals; translations. 

OTHER SERVICES: Gourses/workshops ; conf erences/symposiums- 

USEa QUALIFlCATIoaS: Staff or menibers of affiliated organizations; government employees* 
USER RESTRICTIONS: None* 

PRICING AND SERVICES CHARGES: All services free to gualified users. 
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AEBOHUTROHIC FORD COHP. SAFETY EHGIHEERIHG SECTION 

ADDRESS: Aeronutronic Ford Corporation 

Attention: Safety Engineering Section 
Ford Road 
Newport Beach, CA 
92663 

TELEPHONE: (714)640-1500 ext 1421 

DIRECTOR; Gordon, R. 

FARENT-SPOHSOR-HOST AFFILIATION: Ford Motor Company 

IBAB INFORHATION SOURCE BEGAN: 1960 

KISS ION: To provide tectiaical and administrative support to Aeronutronic Division 
management in assuring (1) a safe and healthy environment for Company personnel (2) 
appropriate protection of facilities, equipment and resources against accidental loss; 
(3) products and services which are safe for their intended uses; and {4) compliance 
with applicable customer, contractual. Federal, State and local codes, regulations and 
requirements pertaining to health, safety, dangerous materials and environmental 
protection, 

SUBJECT SCOPE: Masers and lasers; Hygiene and sanitation; Missiles; Safety analysis, 

MAJOR SUBJECT TERES; Missiles; Safety analysis; LaseEs; Toxicity; Hazardous materials; 
Industrial hygiene; Product safety, 

RESEARCH AND DE7ELOPHEKT ACTIVITIES: Provides technical coordination of safety related 
research on hazardous characteristics of new products or materials used or developed by 
the Division. This Includes new explosive items, propellant grains usad for missile 
controls, hazardous substances used in advance technology research, laser systems and 
radioactive materials, 

SPECIAL SCOPE FBATOBES; Technical safety consulting or support effort may be arranged 
through negotiation and contract, 

STAFF SUBJECT SPECIALISTS; 

Else Subj ect Spec ialty Tel. No. and Ex t, ( x) _ 

Gordon, R* B. Product Safety; Hazardous Materials "" 7? 14]T640"T500"*ext 1<»40 

‘Sweningsen, W. B, Lasers; Safety Analysis (714)640-1500 ext 1421 

Beckett, T, A, Industrial Hygiene; Toxicity (714)640-1500 ext 1422 

STAFF; Full-time - professional 5, nonprofessional 1, total 6; part-time - professional 
0, nonprofessional 0^ total 0. 

INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports; reference 
lists/bifaliographies. 

REFERENCE AND QUERY SBHVICES; Questions answered individually if not priority 
information. 

USER QUALIFICATIONS; General technology community. 

PRICING AND SERVICES CHARGES; Charge for some cervices to qualified users. 
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AEROSPACE COBP,^ EKERGT & TRABSPOHTATIOH DIYXSIOH 

ADDRESS^ Aerospace Corporation 
P,0, Box 92957 
Los Angeles^ CA 
90009 

TELEPHOHE: {213)548-5000 

DIRECTOR: Green berg r A. D, 

YEAR IHFORHATIOH SOtIRCB BEGAH: 1960 

fllSSIOH: As part of civil operations, the Energy and Transportation Division applies the 
corporation's technical expertise to the resolution of civil problems, especially in 
the areas of transportation, conservation of natural resources and the development of 
nek energy sources^ 

SDBdECT SCOPE: Aircraft problems; Air facilities. 

ElAJOR SUBJECT TERHS: Environments; Air traffic control; Transportation; Structural 
engineering; Energy; Propulsion system performance, 

RESEARCH AMD DEVELDPHEHT ACTIVITIES: Hajoc research areas include the following: 

comprehensive plans for the Airport System of the State of Washington, development of 
an dir traffic control computer simulation program, studies into the energy consumption 
aspects of transportation policy and diverse activities in the field of Intercity 
Traaspoxtation Planning. 

SPECIAL SCOPE FEATURES: The Aerospace Corporation has collected an extensive nationwide 
data base for use in transportation studies. Area characteristics, including zonal 
populdtion, income distribution, local access, and travel demand, were gathered for a 
lacjo number of US cities. These are used in developing travel demand and modal split 
projections for the appropriate regions. 


Ta 1. No. a n d E xt, (x) 
'{213)640-5748" 
{213)648-5748 

STAFF: Full-time - professional 40, nonprofessional 20, total 60; part-time - 
proiessional 0, nonprofessional 0, total 0, 

XHTERHAL PUBLICATIONS: H an dbooks/manuals; technical reports; newsletters/trade 
literature;, conference papers. 

HOLDINGS: Books; reports and reprints; periodicals; standards and specifications; total 
number of titles 236,000. 

REFEHEKCE AND QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retr leval/compilation, ^ 

OTHER SERVICES: On-site Use of collection; interlibrary loans; conf erences/symposlums. 

PBIHAEX SOURCE DOCUHENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: Immediate staff or members; government contractors. 

USER RESTRICTIOHS; Federal security clearance The Corporation is en-joined from 
nongovernment contract work, 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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Su bi e ct _SE,e cia It v._ _. 

Sokolsky, S. Transportation 

Raymond, L- Structural Materials 
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AEHOSPACE STRUCTURES IHFORMATIOH AKD AKALYSIS CEHTER (ASIAC) 

ADDHESSi Aerospace Structures Information and Analysis Center 
Air Force Flight Dynamics Laboratory 
Hright Patterson AFB, OH 
45433 

TBLEPHOHE: (513) 255-6608 

BIHECTOR: Hegaardr G. fl. 

PAREHT-SPOKSOR-HOST AFFILIATIOHs Air Force Flight Dynamics Laboratory 

YEAR XHFORMATIOK SOURCE BEGAH: 1973 

hXSSlOH: To provide quick response in depth literature searches, data ^retrieval and state 
of the art reviews in Aerospace Structures, and to provide state of the art solutions 
to structural problems. 

SUBJECT SCOPE: Mechanics of structural failure; Aircraft problems. 

RAJOE SUBJECT TERHSr Failure; Fatigue {materials); Structural failure; Stress analysis; 
Structural engineering- 

SPECXAL SCOPE FEATURES: ASIAC maintains a library of aerospace structures related 
computer programs that are not available from other program dissemination 
organisations-: These programs are available upon request. Limited search and 
information distribution available to non-government users. 

STAFF SUBJECT SPECIALISTS: 

Name S ubject S p ecia lty Tel. Ho. and Ext , fr) 

Negaard, G. R. Aircraft problems; Structural (513)255-6680 

Engineering 

STAFF: Full-time - professional 3, nonprofessional 1, total 4; part-time - professional 
0, nonprofessional 0, total 0- 

XHTEHHAL PUBLICATIOHS: Technical reports and memoranda; newsletters/trade literature; 
conference papers. 

HOLDINGS: Reports and reprints; periodicals; handbooks; total number of titles 7000 hard 
Copy, 13,000 microfiche; range of years of total 1954-present. 

DATA BANK RESOURCES: 

Name or Description of contents Range of Years No. of 

A cr onym Reco rds .. 

ASIAC Aerospace structures 1954-1975 18,000 

DDC 

NTIS 

Engineering 

Index 

COMPEKDEX . . 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches of 
DDCr NTIS, NASA, FTD; advisory and consulting services; bibliographic abstracts. 

OTHER: SERVICES: On-site use of collection; interlibtary loans; reproduction/publication 
services. 

PRIMARY SOURCE DOCUHEHTS AVAILABLE ON REQUEST: Hard copy; microfiche copy. 

USER QUALIFICATIONS: Government contractors 8 agencies* 

USER EBSTRICTIOMS: None to qualified users. 

PRICIHG AND SERVICES CHARGES: Charge for some services to qualified users. 
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AIRPORT OPKHATOES COUNCIL INTERNATIONAL (AOCI) | 

ADDHESSs 1700 K Street, NH ^ 

fjashington, DC I 

20006 

TELEPaONEi (202} 296-3270 

DIEECTOar Ridgevay, G. H-, Jc- 

TEAR INFORHATIOK SOORCE BB6AH: 1948 

ttlSSIOHs The main objective is to serve the public interest by pconotin^ sound policies 
for financing, c'^nstructing, managing , operating, and developing airports* 

SUBJECT scope: Air facilities; Dangerous materials; Noise; Aircraft probleas; Industrial 
safety manuals, codes, specifications, standards, etc* « 

■ . i 

EAJOfi SOBJECT TEEHS: Ait pollution; Airports; Noise (sound); Transportation; Shipping j 

regulations; consumer protection; Industrial safety; Hazardous materials; passengers. 

RESEARCH AND DEVELOPMENT ACTlVITIESs Heseacch and development is coordinated in the 
following fields: aircraft noise abatement; airport/environment compatibility; 
coordinated aviation system planning; convenient airport access; improved processing of 
passengers and cargo; better airport construction and design; effective economic 
plaaiiing and fiscal management; adequate and convenient air service; and air 
transportation security. 

SPECIAL SCOPE FEATURES; The AOCI represents the governmental bodies responsible for the i 

development and operation of the public air carrier airports in the United States and 
on five continents around the world. AOCI member airports enplane more than 90 percent 
of the U-S. domestic air traffic and virtually all of the international traffic- 

STAFF SUBJECT SPECIALISTS: 


Name 

Subiect Specialty 

Tel. Wo, and Ext. (XV 

R e r 1 1 y , J • D * 

Airports 

(262)296-3270 

Corbett, J. J. 

Passengers- Cargo 

(202)296-3270 

Faley, J, 

Passengers; Cargo; Airports; Security 
Industrial Safety 

(202)296-3270 

Duggan, L. 

Airports; Airport Planning 

(202)296-3270 

coor, U. L* 

Environmental Conditions; Legal 
Liability 

(202)296-3270 

Parrella, B. C. 

Airports; Traffic; Statistics; 
Economic Factors 

(202)296-3270 

Oliphant, H- G. 

Airports; security 

(202)296-3270 


INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports; statistical compilations; 
newsletters/trade literature, press releases; standards and specifications. 

HOLDINGS: Books; hand books; reports and reprints; standards and specifications and 
federal and state regulations; statistical compilations; films and slides; airport 
plans and FAA advisory circulars.. 

RBFEBEHCE AND QUERY SERVICES: Questions answered individually; selective dissemination of 
information; advisory and consulting services; referrals- 

OTHER SERVICES: Conf erences/symposiuras; ad hoc comaittees. 

USER QUALIFICATIOHS: General technology community. 

USER RESTHICTIOHS: None. 
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&LLHGAHI BALLISTICS LABOBATORT (ABL) 

ADDEESSs Allegany Ballistics Laboratory 
Hercules Incorporated 
P^Q. Box 210 
Cumberland^ KD 
21B02 

TELEPHOME; (304)726-4500 
DIBECTOH: Richardson r H. 

PAEBHT-SPOHSOH-HOST AFPILIATIOKs Hercules inc. 

«YEAB XRFOEHATIOH SOUBCS BE6AH: 1958 


HISSIOR: To provide the Governnent and industry vith a systems engineering aethod for 
hazards evaluation, risk analysis, and accident investigation and reliability analysis 
services using the Hercules-developed Hazards and Bisk Control (HERC)- techniques; 
conduct product testing for design verification and product warranty. 

SUBJECT SCOPES PBliability; Fire, explosion and detonations; Han-«achine hazards; 
Structural materials liraitations (metallic and nonttetallic) ; propellants, fuel, 
lubricants, hydraulic fluids safety; Aerospace explosives, pyroteclinics and initiators; 
Dangerous materials; safety analysis; Hatheoatics and statistics; Safety engineering; 
Laboratories, test facilities and test equipment; Research; conbustion and ignition; 
Rocket engines; Rocket propellants; General propulsion concepts. 


HAJDB SUBJECT TEHMSr Propellants; Fuels; Lubricants; Hydraulics; Fires; Explosions; 

Explosives; Pyrotechnics; Hathematlcs; Safety engineering; Reliability; Test equipment; 
Research and development. 

EBSEAHCH AHD DBVELOPHEHT ACTIVITIES^ Performs safety related research in the areas of 
materials response (theory and test methods development primarily in sensitivity, 
flammability and explosion propagation) ; hazards and risk methodology; blast effects 
and damage criteria; fault tree analysis techniques; risk versus cost optimizationn 


STAFF SUBJECT SPECIALISTS^ 


Name . ^ Su b-j ect S pec ialty 


Jones, B. L. 

Chemistry 

Katz, H. J. 

Fault Tree Analyses 

Williams, G. H. 

Haterials; Explosives 

Hunt, R- G. 

Haterials; Tests 

-DeGiovanni, J. 

Explosives 

Gimler, J. R. 

Propellants; Explosives 

Albaugh, L. F. 

Chemical Engineering 

Pratt, T. H. 

Explosives 

Hull, L. H. 

Electrical/Electronic Engineering 

Sawyer, S. 0. 

ttechanical Engineering 

HcBride, D. 

Nuclear Engineering 

Sutton, J. fi. ' 

Sta ti sties; Exp lo si ves 

Treadwell, L. S. 

Explosives 

Richardson, R« H. 

Explosives; Safety Engineering ■ 


Tel. No. and Ext^ txL 

{304)726-4500 ext 8159 
(304)726-4500 ext 623 
(304)726-4500 ext 8094 
(304)726-4500 ext 429 
(304)726-4500 ext 230 
(304)726-4500 ext 713 
(304)726-4500 ext 545 
(304)726-4500 ext 275 
(304)726-4500 ext 570 
(304)726-4500 ext 8093 
(304)726-4500 ext 732 
(304)726-4500 ext 296 
(304)726-4500 ext 598 
(304)726-4500 ext 632 


STAFF: Full-time - professional 17, nonprofessional 11, total 28; part-time - 
professional 0, nonprofessional 0, total 0. 


xaTEBHAL PUBLICATIORSs Handboaks/manuals; technical reports; newsletters/trade 
literature. 


HOLDXRGS: Books; abstracts/indexes; reports and reprints; periodicals; standards and 

specifications; graphics/tables; films and slides; total number of titles11,000; range 
of years of total 1948-present. 
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ALLEGANY BALLISTICS LABOBATQHY (ABL) 

DATA BANK HESOaHCESi 



Name or 
Acronym 

Description of Contents 

Range of tears 

Ho* of 
Records 


FARADA 

ROHE 

HERCULES 
HERCULER 
Hate rials 

Electrical Components 
Non-Electrical Components 
Campahility of Materials 
Physical P roper ties-ptopella n ts 

1960-present 

1960-1970 

1960-present 

1958-present 

5000 

2000 

11,000 

2000 


Handbook 

HERCULES 

surveillance 

Farmulation and Material Response 
Propellant Aging Properties 

1958- present 
1963-present 

3000 

1000 


file 


Hercules Toxicity Data Bank 

HEFEEENCE AMD QOEET SERYICKS: Questions answered individually; state-of-the-art reviews; 
analytical studies; advisory and consulting services; scientific or statistical data 
retrie val/compiiation* 

OTHER SERVICES5 Conf erences/symposiums* 

PRIMARY SOtfHCE DOCRHEHTS AVAILABLE OH HEQDEST:: Not available* 

USEE QUALIFICATIONS; General technology coramunity* 

USER RESTRICTIONS; Hone* 

PRICING AND SERVICES CHARGES; Charge to all users for all services* 
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ILOHiaHH ASSOCI&TIOKt XHC. {Xk) 

ADDBESSs 750 Third Avenue 
New York, HY 
10017 


IBLEPHOHES (212)972-1800 

1i ti f 5m !■« f 


TEAR XHRQRHATIOH SOOBCB BRGAHr 1933 

'dlSSXOUs To serve the pablic as a source of jion-comiiercial industry- wide infornation on 
aluminum and the alumlnun industry. 


SUBJECT SCOPE: Metals; Industrial safety nianualsr codes, specifications, standards, etc^, 

UAJOB SUBJECT TEEMS: ftlmninum; Standards; Metallurgy; Xnforraation retrieval. 

EESEIHCH AHD DEVELOPMBHT ACTIVITIES; Functions include developing technical standards and 
technical data, collecting and publishing industry statistics, speaking for the 
industry before government and guasi-governmental bodies where an industry vide 
position is required, encouraging increased use of aluminum in specific markets through 
promotional and product-development programs, and conduction school prograas and 
industry seminars- 


5PECXAL SCOPE FSATUBBS: The Association membership embraces all US producers of primary 
ingot, most producers of sheet and plate and leading extruders, foundries, secondary 
smelters, forging firms and producers of aluminum electrical conductor* Approximately 
100 percent of primary aluminum shipments and eighty tvo percent of semifabricated 
aluminum shipments are accounted for by Association meaber companies. 


STAFF SUBJECT SPECIALISTS; 

Hame 


Alison, G. A. 
Barr, J. 
Bresseu, d. H. 
Epstein, S. G. 
Pritsky,^ V. W. 


Subject Sp ecia lty. 


Marketing 
Standards 
Information Retrieval 
Metallurgy 
Metallurgy 


Tel. H o. a nd E xt. (X) _ 
”(2t2j572-T80Q 
(212)972-1800 
(212)972-1800 
(212) 972-1C00 
(212)972-1800 


STAFF; Full-time - professional 22, non professional 23, total 45; part-time - 
professional 3, nonprofessional 0, total 3. 


XHTEBHAL PUBLICATIONS; Handfaooks/m annuls: abstracts: indexes; technical reports; 
statistical compilations; periodicals/ journals; newsletters/tcade literature; 
conference papers; standards and specifications; magnetic tape bibliographic data* 


BOLDIHGS; Abstracts/indexes; reports and reprints; standards and specifications; 
statistical compilations; films and slides; total number of titles 40,000 (World 
Aluminum Abstracts); range of years of total 1968-1 975- 


DATA BARK BESOURCES^ 

Name or Description of Contents Range of Years No. of 

A cronym ^ ^ ' • • ; : ^ L^ Reep rds 

World Aluminum Technical Literature in Aluminum 1968-1975 40,000 

Abstracts Technology 

BBFEREHCH AND QUBHT SFEVICES: Questions answered individually, 

OTHER SERVICES: Repcoductiou/publication services. 

PBIMARt SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy (World Aluninua Abstracts). 
USER QUALXPICATI0IS3 General technology community. 


USES BBS THICTIOMSs None. 


PBXCXHG AND SEBTICES CHAEGES: Charge for some services: to qualified users. 
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AHBRICAH 4SM0NADTICAL SOCXETt (AAS) 

ADDRESS: 6060 Duke street 
Alexandria, VA 
22J04 

tELSPHOKE: (703) 751“7323 

DIRECTOR: Bolger, P* R* 

YEAR IHFQHilATION SOURCE BEGAN: 19 5 3 

BISSIOH: TO further the progress of space exploration and exploitation by encouraging the 
exchange of ideas and information among scientists and engineers. 

SUBJECT SCOPE: Aeronautics; Astronomy and astrophysics; Space technology; Space vehicle 
prohlems. 

MAJOR SUBJECT TERMS: Aeronautics; Spacecraft; Astronomy, 

SPECIAL SCOPE FEATURES: 1- Space mechanics; 2- Earth resources; 3. Systems reliability 
and safety; 4, Impact predictions; 5. Space benefit to society; 6* Human factors in 
space. 

STAFF SUBJECT SPECIALISTS: 

- Specialty ^ , Te l. H o. and Ext. |x) 

Bolger, F. 5 . Aeronautics , (703f75 1-7323 

STAFF: Full-time - professional 1, nonprofessioiial 2, total 3; part-time - professional 
0, uonprofessional 0, total 0. 

INTERNAL PUBLICATIONS: Per iodlcals/journals; newsletters/trade literature; conference 
papers. 

ROLDXNGS: Books; abstracts/indexes; reports and reprints; periodicals; films and slides; 
range of years of total 1960-1975. 

REFERENCE AND QUERT SERVICES; Selective dissemination of information; analytical studies. 

OTHER SERVICES: Conf erences/sy mposiuas. 

FRIHARY SOURCE DOCDMBSTS AVAILABLE ON REQUEST: Hard copy; microfiche copy. 

USER QUALIFICATIONS: General technology community; immediate staff or menbers; staff or 
members of affiliated organizations, 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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RHESIC&H BOREAU OP SfllPPIHG (IBS) 

ADDEUSS: 45 Broad Street 
Hew York^ HY 
10004 

TELEPHONE: (212)785-9800 

DXHECTOE: Young , R* T* 

YSAB lUFOBHATIOH SOOHCE BEGAN: 1862 

'HISSXON: The function of the ABS is the ciassificatiou and sarrey of ships. The reason 
far this work is to save property and life at sea on a worldwide basis. 

SOBJECT SCOPE: Uechanics of structural failure; Metals; structural engineering; 

Industrial safety manuals, codes, specifications, standards, etc.; containers and 
packaging; Navigation and guidance; Materials; Construction equipment, materials and 
supplies; Marine engineering. 

HAJOB SCTBJECT TERMS: Standards; Steels; Iron; Metallurgy; Structural engineering; 
Structural materials; Mechanical engineering; Propulsion system performance; 
Maintenance; Industrial safety; Materials tests; Safety equipment; information 
retrieval; Shipping. 

BESEABCa AMD DEVELOPHBMT ACTIVITIES: Research and development projects are directed 
toward the following: improve and extend the «Bules": expedite and broaden design 
analysis; gather and catalogue hull, machinery and metallurgical infornation and 
experiences; and investigate actual and potential structural and mechanical problems. 

SPECIAL SCOPE PEATUHES: The principal work of the ABS is: 1. To establish Rules for the 
construction of hulls and machinery; 2. To analyze plans of vessels projected to be 
built or conversions of existing vessels; 3. To witness the testing of materials of 
construction for hull and machinery at places of manufacture; 4. To verify the building 
of the new hull and its main machinery, boilers and vital auxillarieSr and the 
conversion of existing vessels; 5. To survey the completed vessel through her economic 
life; 6« To carry out Load Line Surveys, Safety Equipment surveys and to issue Tonnage 
Certificates and Construction Certificates; 7. To publish in the Record of the American 
Bureau of Shipping the essential details of hull and machinery of Bureau classed 
vessels and others; 8. To publish the Rules; 9. To publish the GULdes; 10. To Issue 
certificates of character for Bureau classed vessels; 11. To issue Cargo Gear Registers 
at the request of owners; 12. To represent the Bureau on many technical committees of 
the various standard making bodies; 13. To issue certificates for cargo containers; 14. 
To maintain a materials research laboratory; 15. To maintain its membership in the 
International Association of Classification Societies; 16. To record the performance of 
all classed vessels from the time of keel laying and during their classed life. 

STAFF SBBJECT SPECIALISTS: 

'l ame Subject S pecialty 

Wenzel, E- S. Ship Hulls 

Rxtola, A. P. Shrps 

Doherty, E- J. Transportation; Shipping 

Yohe, R. E. Shipping; Engineering 

Swenson, E. D. Metallurgy 

IMTBHNAL PHBLICATIOHS: Books; handbooks/manuals; technical reports; statistical 

compilations; newsletters/trade literature; standards and specifications; rules and 
guides. 

BOLDXMGS: Books and handbooks; standards and specifications; statistical compilatious- 

DATA BANK RESODRCBS: 

Name or Description of contents Range of Years Ho. of 

A cr o nym ^ . 

American Bureau Owners builders and pertinent facts and 
of Shipping characteristics about merchant vessels. 

Information 
Retrieval 
■■ System. '■ 

(ABSIRS) 

aSER QUALIFICATIOMS: General technology community. 

BfSEH fiESTHXGTiOMS: None. 


{212)785-9800 
(212) 78 5-9 BOO 
(212)785-9800 
(212)786-9800 
(212)785-9800 
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AttSRICJlH FOnKDHT«EH*S SQCIETT (APS) 

ADDRESS^ Golf and Vfolf Roads 
Des Plaines, ii 
60016 

TELEPHOWE; (312)824-0181 

DIHECIOE: Sinnett, A« B. 

YEAH IKPORMATIOH SOOECE BEGAK: 1896 

HXSSIOX: To promote the advancement of the sciences related to the manufacture and 
utilization of metal eastingr and to the ancillary problems of the total foundry 
environnient, through research, education, and dissemination of technoiogy- 

SOBJECT SCOPE: Metals. 

HAdOB SUBJECT TEBMSs Mechanical properties; Metallurgy; High strength alloys; 

Eovironnents; Foundries, 

HBSEAHCH ABB DEVELOPMENT ACTIVITIES; Conducts research and development related to foundry 
material and process technology and ecological probleus pertaining thereto, 

STAFF SUBJECT SPECIALISTS: 

Name su bj ect S pecialty Tel, _HP, and _ gx t, ( xl 

Sinnett, A* B, Foundries (3 13f824-oT81 

STAFF: Full-tioa — professional 23, nonprofessional 18, total 41; part-time - 
professional 0, nonprofessionai 2, total 2. 

INTERNAL PUBLICATIONS: Book catalogs; books; handbooks/nanuals; abstracts; indexes; 
technical reports; statistical compilations; periodicals/journals; nevsletters/trade 
literature; conference papers; reference lists/bibliographies; standards and 
specifications; graphics/tabular materials- 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 

lists/bibllographies; graphics/tables; statistical compilations; films and slides. 

REFERENCE AND QUERY SERVICES; Questions answered individually; retrospective searches; 
state-of-the-art revievs; analytical studies; advisory and consulting services; 
referrals; bibliagrfiphic abstracts; scientific or statistical data 
retrie vai/compiiation; translations; custom abstracting and Indexing services. 

OTHER SERVICES; On-site use of collection; reproduction/publication services; 
courses/workshops; conferences/symposiuns. 

FEIMABY SOURCE DOCUHEHTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; imnediate staff or members; staff or 
members of affiliated organizations; ad hoc permission; government employees; 
govern Bent contractors. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users; charge for 
user outside organization. 
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AMERICAN IMST- OF IBROHAOKCS IHD ASTHOHAOMCS, IMC.* TECH, INFORM- SERVICE (AIAA-MS) 

ADDRESS: Technical Information Service 
750 Third Avenue 
Nev York, HY 
10017 

TELEPHOHE: {212) 867-8300 

DIRECTOR: Meskel, T. J. 

PAREKT-SPOHSOR-HOST AFFXLXATIOH: NASA 

YEAR XHFORHATIOH SOURCE BEGAN: 1961 

HISSIOH: To collect, process and announce scientific and technical information on 

World-Wide aerospace research and to disseminate this knowledge to tfie international 
scientific community. Also publishes the semi-monthly journal. International Aerospace 
Abstracts (lAA), 

SUBJECT SCOPE: All categories and subcategories, 

EAJOB SUBJECT TERNS: Aeronautics; Chemistry; Materials; Earth sciences; life sciences; 

rtdthematics; Physics; Astronomy; Oceanography ; Aerospace nedicine; Information retrieval 
Nuclear physics; Acoustics; Propulsion; Lasers; Aircraft safety; Nedicine; Eropellants; 
Structural engineering* 

SPECIAL SCOPE FEATURES: Aerodynamics, air transportation and safety; aircraft topics 
include design, testing, performance, instrunentation, propulsion^ power, stability and 
control; research and support facilities (air) ; astrodynanics, ground support systems 
and facilities (space) launch vehicles and space vehicles; space transportation, 
spacecraft communications, command, tracking, design, testing, performance^ 
instrumentation, propulsion and power; composite materials; metallic materials; 
nonmetallic materials; propellants and fuels; fluid mechanics and heat transfer; 
instrumentation and photography. Literature dealing with aerospace safety assurance is 
collected from domestic and foreign literature sources. 

STAFF SUBJECT SPECIALISTS: 

Subject specialt y ^ i Tel-^ Ho, a nd gjct , fx) 

Neskel, T. J. Information Retrieval; Aerospace ^ (212^067-8300'™ 

Engineering 

STAFF: Full-time - professional 82, nonprofessional 0, total 82; part-time - professional 
0, non professional 0, total 0. 

INTERNAL PUBLICATIQ5S: Abstracts; indexes; periodicals/journals; newsletters/trade 
literature; reference lists/bibliographies, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; total number of titles 1,600, 

BEFEBBNCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
referrals, 

OTHER SEHVXCBS: On-site use of collection, 

PEIHAHY SOURCE BOCOHEHT5 AVAILABLE ON REQUEST: Hard copy; microfiche copy, 

USER QUALXFXCATXOIS: General technology aommunity, 

USER EESTHICTIOHS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users, 
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HHERICAN LAFBAHCS IIC. 

AOOBBSS^ 100 East LaFrauce 3t. 

Elmira, NY 

iuao2 

TELEPHONES (607)734-8181 
DIEECTOEs Ediner, N, J. 

PAHEHT-SPONSOB-HOST AFFItliTIOHS A-T-0 ItlC, 

ZEAB IHFORHATjlOP SOURCE BEGAHs 1832 

HISSZOHs TO design, manufacture and sell fire fighting eguipaent, 

5DBJECT SCOPES Fire, explosion and detonations; Life support. 

MAJOB SUBJECT TERMS; Breathing apparatus; Fire fighting; Fire fighting equipment. 

SPECIAL SCOPE FEATURES; Special equipment for the fighting of aircraft and airport fires. 
STAFF SUBJECT SPECIALISTS; 

Name Subject Specie.ltv Tel . Ho. and Ext, (x) 

Rainer, H- J. ~ Fire Fighting Equipment; information (607)734—8181 

Retrieval 

IHTBEHAL PUBLICATIQHS: Hewsietters/trade literature; reference lists/bibliographies; 
standards and specifications. 

BBFEBEHCE AHO QUERY SERVICES; Questions answered individuailY; referrals. 

PRIHARY SOURCE DOCUMENTS AVAILABLE OH BEQUEST: Hard ccpy. 

USEB QUALIFICATIOHS; General technology community. 

USER RESTHICTIOHSS None. 

PBICXNG AND SERVICES CHARGES; Charge to all users for all services- 
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ASR&I No-. S7500013 


ARMED PORCSS IMS^TMUTE OF PATHOLQGT 

address: 

Washington^ DC 
20305 

telephone: (202) 576-2891 

DIHECTOB: Berdjis, Col- C** C. (principle investigator and 

Mission: To study radiobiology and the ;rja thological effects ■r»/*iation from external 
and internal emitters as various typos of ionizing radiatio ,ome csoce widely used 
and make more intimate contact with the daily activities of society, 

SUBJECT SCOPE: Radiobiology; Clinical medicine; Dangerous industrial radiation; Nuclear 
safety; Radioactivity; isotopes; Physiology, 

MAJOR SUBJECT TERMS: Ionizing radiation; Radiation; Irradiation; Radioactive sources; 
Physiology; Physiological hazards; Reactor safety; Electromagnetic radiation; 

Pathology; Medicine^ 

STAFF SUBJECT SPECIALISTS; 

^^Sub;iect_^Sp ecialt y Tel, an d E xt, (xj , , 

Berdjis, C- C- ~ Pathology; Medicine; Radiation; (202)576-2391 

Nuclear Radiation 
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ASRDI Ho, S7500014 


ARHY ERVXROaHBKTAL HTGIEHB AGEHCXf Ir3^SEH-KXCBOHA7H DITXSIOH (aSABRJl) 

&DDBESSZ 

AbeEdBBn Proving Grounds, HD 
21010 

TELEPHONES (301)671-3932 

DXEECTOHs Nangeiaann, R. T,, LTC 

TEAR IKFORHiTIDM SOOBCE BEGAHs 1974 

aiSSlON? To evaluate for development and design agencies the potential health hazards of 
eguipaient utilizing lasers and other optical source systems, and to provide guidance on 
measures which may be taken to avoid or prevent excessive exposure of petsonnel to 
optical radiation, 

GDBJECT SCOPES ciasers and lasers; optics; Protective equipment; Industrial safety 
manuals, codes, specifications, standards, etc. 

HAJOR SUBJECT TERNS: Safety regulations; Lasers; Hicrowaves; Physiological hazards; 
Standards; Hygiene. 

RESEARCH AND DEVELOPBEHT ACTIVITIES: Research is performed in the general field of 
optical Radiation Hazards- 

SPECIAL SCOPE FEATURES: Conducts periodic comprehensive surveys of laser installations at 
least every three years, surveys include evaluation of characteristics of laser 
equipment and activities at the site which may result in exposure of personnel, 
determination of interlocks, eye protection, warning and/or limiting devices and review 
of standing operating procedures and other controls related to personnel protection. 

STAFF SUBJECT SPECIALISTS: 

S§S§ - s ubject Specialty 

sliney, D. H, Lasers 


Tel. Ho. and Ext, (x) 
1301 ) 671-3932 
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&SBDZ No« S7500015 


ABUT HATEBIBL COllltABD SAEETt OFFICE (&HC) 


ADDHESSi Commander 

US Army Materiel Command 
ATTB: AMCSF 

5001 Elsenhower Avenue 
Alexandria# VA 
22333 

TELEPHOKE3 (202) 27«-8a48 

^DIHECTOR: Queen# G, 

PABEHT-SPOfiSOB-HaST APFILIAKCHr Dept, of the Army 

YEAR XNFOBfiATION SOURCE BEGAHl 1962 

Mission^ To direct and staff supervise the AttC Safety Program vhich includes provision of 
maximum safety consistent with operational requirements in the design of Amy materiel; 
prevention of damage to Government property and interruption to essential operations; 
and elimination from the environment of those effects of AMC operations which might 
otherwise represent a hazard to the civilian populace. Exercises operational control 
over the AMC Field Safety Activity. 

SUBJECT SCOPES Nuclear safety; Ammunition# explosives and pyrotechnics; Neapon effects; 
Cryogenic safety; Dangerous materials; Industrial safety manuals# codes# 
specifications# standards. 


UAJOE SUBJECT TERES3 Safety engineering; Physiological hazards; Compressed gas; liquified 
gases; Chemical hazards; Hazardous materials; Aircraft safety; pyrotechnics; Reactor 
safety; Safety analysis; Eadidtlon effects. 


RESEARCH AHD DEVELOPHENT ACTITITIESs Active H&D primarily in explosive safety field. 
STAFF SUBJECT SPECXAlISTSs 


■ S ub j ect Speci alty 

Hawesj J. M. Chemical Hazards; Explosives 

Hothersbdugh# L. 1. Safety Analysis 

Queen# K* G. Explosives 

Schelhorn# C* L.# LTC Aircraft Safety 

Taras# D. N. industrial Safety 

Wells# H. E* Nuclear Power Plants 

Lloyd# J- D- Information Retrieval 


Tel. N o . . a n d Ext. (x \ 
(202)274-8855 
(202) 274-8849 
(202) 274-8849 
t202) 274-8851 
{202)274-8868 
(202)274-8855 
(202)274-8870 


STAFF: Full-time - professional 14# nonprofessional 4# total IS; part-time - professional 
0# non professional 0# total 0. 


XHTEENAL PUBLIC AT XOHS: Handbooks/manuals; abstracts; technical reports. 

BEFEHEtfCE ARD QUERY SSRVICBS: Questions answered individually; advisory and consulting 
services; referrals. 


OTHER SERVICES: Courses/workshops; conf erences/syaposiuas. 


PHIHAHI SOURCE DOCUEEITS AVAILABLE ON REQUEST: Hard copy if not proprietary. 

USEE QUALIFICATIONS: Government employees; government- contractors# first preferance to 
Army items. 

USER EESTRICTIOIS: Federal security clearance; none on unclassified. 

PRICING AND SERVICES CHARGES: All services free to qualified users- 
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ARMOR D, LIMLE^ SAFE^PT ASD FIB2 UKCHHOLOGT OHir (ADI.) 

ADDR2S5: Acorn Park 

Cambridge^ HA 
02140 

TEtEPHOHEs (617) 864-5770 

DIRECTOR: Allaur S, 

lEAR INFOEOATIOH SOURCE BEGAN: 1965 

HX5SXOH: As part of ADL^ the Safety and Fire Technology Unit undertakes applied research 
and engineering analyses in the fields of safety and fire technology. 

SUBJECT SCOPE: FirOr explosion and detonations; Cryogenic safety; Propellants, fuels, 
lubricants, hydraulic fluids safety; Safety analysis; Safety engineering; Nuclear 
safety; computers; Power sources; Dangerous materials; Laboratories, test facilities 
and test equipment; Combustion and ignition. 

HAJOB SUBJECT TEBBS: Materials tests; Test equipment; Fire fighting; Accident 

investigation; Cryogenic fluid safety; Liquified gases; Aircraft safety; Shipping 
regulations; Environments; Air pollution; Missiles; Safety analysis; Reactor safety; 
Hazardous materials; Fire prevention; Explosions; Fires; Fire hazards; Propellants; 
Fuels, 


RESEARCH AMD DEVELOPttBHT ACTIVITIES: Research and development in the areas of 

state-of-the-art safety information relative. to the storage and transport of hazardous 
materials including LNG, liquified hydrogen, and anhydrous ammonia; design and 
development of a chemical hazard response information system (CHRIS); analysis of 
safety of gas distribution systems; application of risk management to hazardous 
materials; development of draft standards for occupational .health and safety; fire 
investigations end fire prevention. 


SPECIAL SCOPE FEATURES: Work in the Safety Of hazardous materials includes (1) evaluation 
of the characteristics of fires resulting from different potential accident situations 
and prediction of the thermal hazards that would result, (2) evaluation of the methods 
on preventing, suppressing, and extinguishing fires, (3) recommendation of fire 
protection systems and methods and (4) risk analyses including failure mode and 
consequence assessment. Work on development of chemical hazards response from 
inrornation system involves gathering of physical, chemical, and health data on 900 
chemicals; development of analytical models for hazard assessment of all chemicals; and 
the delineation of methods of responding to spills. 


STAFF SUBJECT SPECIALISTS: 


Name 

Allan, D. S. 
Attalah, S. 
Bastress,^ E- K, 
Drake, E. w- 
Kalelkar, A- S, 
Partridge, L. J. 
Wilson, R* P, 
Hawarth, J* T, 
dilgrom^ J, 
Siciman, K. R, 


Sub ject Sp ecialty 

Safety Analysis; Hazardous Materials 

Fire Protection 

combustion 

cryogenic Fluid Safety 

Safety Analysis 

Industrial Hygiene 

Combustion 

Fire Hazards 

Fire Hazards 

Combustion 


Tel, No, ^nd Ext, (r ) 

(607) 864-5770 ext 831 
(607)864-5770 ext 828 
(607)864-5770 ext B83 
(607)864-5770 ext 479 
(607)864-5770 ext 872 
(607)864-5770 ext 888 
(607)864-5770 ext 806 
(607)864-5770 ext 2169 
(607)864-5770 ext- 2733 
(607) 864-5770 ext 2387 


STAFF: Full-time - professional 15, nonprofessional 5, total 20; part-time - professional 
0, nonprofessibnal 0, total 0. 


XHTERBAL PUBLICATIONS: Technical reports; conference papers; reference 
lis t s/ b i blia gr a ph ies. 
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ASRDI NG. S75000I6 


ARTHUR D* LITTtEf SAFETY AND FIRE TECHNOLOGY UNIT (ADLI 

H0LDXH65; Books; abstcacts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides; total number of titles 20,000, 

RSFBBSHCE AND C20BB? SEHTXCBS; Selective dissemination of information; state-^of^the^art 
reviews; analytical studies; advisory and consulting services; referrals; scientific or 
statistical data retrieval/compilation, 

QTSBR SEBVICES? Courses/workshops ; conf erences/symposiums, 

PBXKAHY SOtTRCE DOCOUEITTS AYAILABLE OH BBQUBST; Hard copy. 

tfSEB QDALXFXCATIOHS^ General technology community, 

•OSER HESUaXCTIOKSS None. 

PRICIHG AND SERVICES CHARGES: Charge to all users for all services* 
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ASRDI No, S7500017 


ATLAS TESTING LABOBiTORXES ^ IHC^ 

ADDRESS: 6929 E, Slauson Avenue 
Los Angeles, CA 
90040 

TELEPHONE: (213) 685-4242 (213) 722-8810 

DIRECTOR: Evans, T, H, » 

TEAR XHFORMATIOll SOURCE BEGAN: 1950 

NISSION: To support the aerospace and other industries together with their contractors 
regarding technical information, consultation and investigative experts in the fields 
of ferrous ard non-ferrous metallurgy, according to the reguirenents, specifications 
and criteria of the user« 

SUBJECT SCOPE: Hechanics of structural failure; Structural materials limitations 
(metallic and non-metallic) ; cryogenic safety; Corrosion; Chemistry* 

MAJOR SUBJECT TERMS: Chemistry; Chemical engineering; Mechanical engineering; Metallurgy; 
fatigue (materials) ; Fabrication ; Corrosion; Stress analysis; Materials tests; 

Cryogenic fluid safety, 

RESEARCH A8D DEVELOPMEKT ACTIVITIES: Supports research in basic and applied metallurgical 
sciences, ' 


(213)685-4242 
(2 13) 685-4242 
(213)685-4242 
(213)685-4242 
(213) 685-4242 
(213)685-4242 

STAFF: Full-time - professional 20, nonprofessional 20, total 40; part-time - 
professional 4, nonprofessional 0, total 4. 

INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports; reference file brochures* 

MOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations* 

EBFEHBNCE AND QDEBT SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; advisory and 
consulting services; referrals; scientific or statistical data retrieval/compilation* 

OTHER SERVICES; Interlibrary loanshemical instrumental analyses; Mechanical testing; 
Metallurgical investigations; Product certification; Sample preparation* 

USEE QUALIFICATIONS: General technology community; government employees^ government 
contractors* 

USER RESTRICTIONS: None* 

PRICING AND SERVICES CHARGES: Charge to all users for all services, price schedule 
available on request- 

DEC EMBER 1975 


STAFF SUBJECT SPECIALISTS: 

Name S ubject S ue cialtT 

Dickason, J* Tests ^ 

Young, L* Chemistry 

Foppe, E* Tests 

Caugherty, C* Metallurgy 

Wzidtek, T, Fracture Mechanics 

Tlner, N- Corrosion; Fracture Mechanics 
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ASRDI NO. S7500018 


j^aSURK ORIY,, K&07EBI&LS BNGXNEERXHG DRP!P. 

ADDRESS: Auburn Unversity 
Auburn, AL 
36030 

lELEPHOHE: (205) 826-4B20 

DIRECTOR: Jemian, ff- A, 

RXSSIOH: TO engage in programs of education, research, and public service in the general 
area of waterials engineering, especially as it applies to the principles of oaterials 
science. 

SDBJECT SCOPE: Fire, explosion and detonations; Adhesives and seals; composite aaterials; 
Bioengineering; Mechanics of structural failure; structural Taaterials limitations 
(metallic and nonmetallic) ; Structural engineering. 

MAJOR SUBJECT TERMS: Medicine; Aerospace medicine; structural failure; Mechanical 

engineering; Materials; Adhesives; Failure; Fires; Explosions; structural engineering- 

HBSEARCH AND DETBLOPHBHT ACTIYITIES: Performed sponsored research for the 0. S* Army 
Aeromedical Research Laboratory, Fort Fucker, Alabama, the Army Missile Command, 

Redstone Arsenal, Alabama, the Environmental protection Agency, Atlanta, Georgia. 

STAFF SGfBJECT SPECIALISTS: 

Muffle su bjec t Specialty Tel . No, and Ext, f x) 

Hall, D. pires;" Explosions; Textiles (205)826-4123 

Jemian, W. Failure Analysis; Life Sciences (205)826-4820 

Haynor, H. N., Jr. Failure Analysis; Structural Failure (205)826-4820 

Wilcox, R. C. Failure Analysis; Structural Failure (205)826-4820 

STAFF; Full-time - professional 8, nonprofessional 1, total 9; part-time - professional 
0, nonprofessional 0, total 0. 

PRICXHG AND SERVICES CHARGES: Charge for some services to qualified users, 
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ASFDI UO. ?75f)0019 


AtrSTIK BESEAfiCH ENGIHEEHS, IHC. (AHE) 

ADDRESS: 5706 Bee Cave Road 
Austin, TX 
78746 


TELEPHOHE: (512) 327’-3520 
DIRECTOR: Trey big, H, J. 


Mission: To provide specialized engineering, research and testing services in many phases 
of civil engineering and transportation for government, industry, consulting engineers 
and other agencies, 

SUBJECT SCOPEr Soil mechanics; Air facilities; Structural engineering; structural 
mateLials limitations (metallic and nonmetallic) ; ttschanics of structural failure: 
civil engineering- 

WAJOfi SUBJECT TERMS: Systems engineering; Structural engineering; Barth sciences; 
Structural materials; Airports; Civil engineering; Pavements, 

RESEARCH aRD DEVeLOPHEHT ACTI7IT1ES: Current fields of research are in pavement design 
and evaluation, materials and soil mechanics, transportation and traffic, aviation and 
airports and structures and structural analysis. 


STAFF SUBJECT SPECIALISTS: 


Name 

Hudson, w- P- 
NcGuilough, B- 
Treyhig, H- J- 
Pauhut, J- B. 
Finn, F* 

Smith, P* 


S u b j ect s p e c jla 1 1 y 

Pavements: Systems Engineering 
F, Pavements; Systems Engineering 

Structural Engineering 
Structural Engineering 
Asphalt; Pavements 
Construction; Earth sciences; 
Hechanical Engineering 


Tel, Ho, and Ext, (v) 

" 7 ^ 12 ) 327-3520 
(512)327-3520 
(512) 327-3520 
(512)327-3520 
(512)327-3520 
(512)327-3520 


STAFF: Full-time - professional 5, nonprofessional 4, total 9; part-time - professional 
4, nojiprofessional 2, total 6, 

INTERNAL PUBLICATIONS: Abstracts; technical reports, 

HOLDINGS: Reports and reprints; periodicals; films and slides, 


REFERENCE AND QUERY SERVICES: State-of-the-art reviews; analytical studies; advisory and 
consulting services, 

OTHER SERVICES: Courses/vorkshops ; conf erences/sy mposiums. 

PHIHARY SOURCE DOCOHEHTS AVAILABLE OH REQUEST: Hard copy (when available)., 

HSER QUALIFICATIOHS: General technology community; immediate staff or members; government 
employees; government contractors, 

USER RESTRICTIONS: None, 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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ASHDl No* S7500020 


4VIATI0H SAFETY IRSTITUTE (ASI) 

ADDRESS:: Box 304 

Worthington, OH 
43085 

TELEPHQNBi (6 1 4> 885-4242 

DIBECTOa; Galipanlt, B- , 

YEAH LKFORttATIOH SOURCE BEGAH; 1973 

MISSXOMi The Aviation safety institute is a rigorously independent, integrated research 
organization able to approach safety from all perspectives, collect and store 
information, analyze, pin-point, research and solve problems, then disseminate its 
findings* 

SUBJECT SCOPE: Safety analysisj Aircraft flight instrumentation; Industrial safety 
manuals; Aircraft problems* 

UAJOR SUBJECT TERilS: Standards; Safety regulations; Accident prevention; Safety 

engineering; Air traffic control; Flight paths; Radar; Flight control; civil aviation; 
Human factors engineering; Aircraft safety. 

RESEARCH AHD DBVELOPHEHT ACTIVITIES: ASI has initiated: a nationwide safety data system 
that provides immediately practical information; vorl: on safety standards based on 
current research; studies of risk rating procedures for underwriters, based oti hard 
data* 

STAFF SUBJECT SPECIALISTS: 

Name S ubject Spec ia lty Te X*_flQ* a nd _Ext*_ (x) 

GaIipauIt7”~B. Aircraft Safety “ “ “"(614)885-4242“^ 

STAFF: Full-time - professional 2, nonprofessional 0, total 2; part-tim:^ - professional 
10, nonprofessional 5, total 15. 

IHTERHAL PUBLICATIONS: Technical reports; statistical compilations; perlodicals/journals; 
newsletters/trade literature; conference papers; standards and specifications. 

HOLDINGS: Reports and reprints; periodicals; statistical compilations; films and slides; 
total number of titles 5; range of years of total 3. 

DATA BANK RESOUBCES: 

Name or Description of contents Range of Years Ho- of 

Acronym Re cor ds 

ASI STAT Unsafe Acts-Conditions 2.4 12,000+ 

EARS Error Analysis and Rating System 1.0 5,000+ 

REFEREHCE AHD QUERY SERVICES: Questions answered individually; selective dissemination of 
information; analytical studies; advisory and consulting services; referrals; 
scientific or statistical data retrieval/compilation. 

OTHER SERVICES: Courses/workshops ; conferences/symposiums. 

PRIHARY SOURCE DOCUBENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIPICATIOHS: General technology community (aviation) ; immediate staff or 

members; staff or members of affiliated organizations; ad hoc permission; government 
. employees. 

USER RESTRICTIOHS: None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users- 
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ASHDI Kd* S7500021 


AYXmOH SianXMIOHS IKTSHKATlOKilp <ASI) 


ADDRESSS P.O. Box 358 

Huntington^ RY 

11743 

TELBPHOHB: (516) 271-6476 

DIRECTOR^ Joline, E, S, - 

YEAR IMPORHATIOH S08HCE BEGAlle 1970 

HiSSIOM; Aviations Simulations International specializes in the development and 

application of simulationr mathematical raoaeling, and operations research techniques 
for system planning applications* 

S0BJECT SCOPE: Operations research; Miscellaneous detection; Air facilities; Information 
theory (coding). 

MAJOR SUBJECT TERMSz Aircraft safety; Air traffic control; Detectors; Civil aviation; 
Flight simulation. 

RESEARCH AHD DEVEIOPMEHT ACKTXTIES; Research and development in the following areas; 
airport/airspace simulation, systems safety, and failure/repait concepts and process 
optimizattonm 

SPECIAL SCOPE FEATURES: Expertise in the areas of systems safety applications to launch 
vehicles, manned space vehicles and the design of automatic diagnosis and decision 
equipment. 

STAFF SUBJECT SPECIALISTS: 

Su bject specialty T el. Ro. and Ext. ?x) 

joline, E. S. Plight Simulation (516)271-6476 

XHTBRHAL PUBLIC ATIOKS: Technical reports; periodicals/journals. 

HOLDXHGSz Reports and reprints; periodicals. 

HEFEBEHCE AHD QUERY 5EBTICE5: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation. 

PRIMARY SOURCE DOCOMEHTS AVAILABLE OH REQUEST: Hard copy. 

USER QBALXFXCAriOKSz General technology community; government contractors. 

USEE RBSTRICTIOMS: None. 

PRICXHG AHD SERVICES CHARGES; Charge to all users for all services. 
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AVIATIOH S7STBHS COMttAND RBFERBHCE LIBRAET (AfSCOB) 

ADDRESS5 US Ariay Aviation Systems Coraiaand 
A5!IUs AH5AV-ZDI? 

PO Box 209 
St. Louis^ 

63166 

3JBIEPUOHE5 (314)268-3764 

DIRECTOR; Levefct, W, L* 

PAREDT-SPOHSOE-liOST AFFILIATIOSs US Army Materiel Coraraand 

YEAR IWFORMATIOB SOURCE BEGAN: 1954 

MISSION^ lo acquire, catalog, classify, process, and review administrative, scientific, 
and technical publications in support of the commandos mission and functions. 

SUBJECT SCOPES Aircraft; Aeronautics; Structural engineering; Reliability. 

MAJOR SUBJECT TERMS: Aircraft problems; Stress analysis; Flight control; Halntenance; 
Inspection. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Support of Army activities in researching Army 
aircraft procurement, and maintenance systems. 

STAFF SUBJECT SPECIALISTS’: 

s ubject Specialty TeU a n d_Ex t^i x 

Levett, w. L. Aeronautics (3^4)268-3764 

Liston, B. W. Aeronautics (314)268-3764 

STAFF: Full-time - professional 3, nonprofessional 5, total 8; part-time - professional 
0, non professional 0, total 0. 

XNTEEMAL PUBLICATIONS: Abstracts; indexes; statistical compilations; 

periodicals/journals; reference lists/bibliographies; standards and specifications; 
magnetic tape bibliographic data- 

EOLDIIGS: Books 5,500; abstracts/indexes; reports and reprints 26,000; periodicals 

45,100; reference list s/bib liogtaphies; standards and specifications 87,000; catalogs; 
15,000; total number of titles 178,600. 

REFERENCE AND QUERY SERVICES: Questions answered individually; selective dissemination of 
information; state-of-the-art reviews; advisory and consulting services; referrals; 
bibliographic abstracts; srixentific or statistical data retrieval/compilation. 

OTHER SERVICES: On-site use of collection; interlibrary loans; reproduction/publication 
services; courses/vorkshops, 

PRIMARY SOURCE JJOC0HRHTS AVAILABLE OH REQUEST; Hard copy; microfilm copy; microfiche 
copy- 

USEH QUALIFICATIONS: Staff or members Of affiliated organisations; government employees; 
government ':ractors. 

USER BESTBICTl^NS: Federal Security clearance; registration with DDC. 

PRIGtHG AND SERVICES CHARGES; Charge for some services to qualified users. 
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ASRDr No, S7500023 


BAESOM# a- M-r COHSHMAHT 

ADDHESS4 tf, Steel Research Laboratory 
H,S, 76 

Monroeville, PA 
1514S 

TELEPHONBi (412)351^3100 

SUBJECT SCOPE; Metals; Corrosion; Mechanics of structural failure; Structural materials 
limitations (metallic and nonmetallic) ; Structural engineering, 

MAJOR SUBJECT lEEMS; Metallurgy; Materials; Steels; Fatigue (materials); Corrosion; 
Structural engineering, 

RBSEAECH AND DEVELOPMENT ACTIVITIES; Dr, Barsota is responsible for analytical and 

experimental studies in the area of mechanical behavior of steels and for developing 
experimental and analytical procedures to evaluate the behavior of materials, veldraents 
and structural details in the areas of fracture, fatigue, and corrosion fatigue, 

STAFF SUBJECT SPECIALISTS; 

Name_; Subject Specia lty Tel, N o , an d Eit « (x ) 

BarsoniV^J* D- Steels; Structural Materials ^ (4 1 2) 351“31 00 

RBFEBEHCE AND QDBHr SBaVICES; Advisory and consulting services, 
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BABTLESVILLE B9EHGY RBSH&HCH CEMTBB (6BDI) 

ADDBESS: P.0, BOX 1398 

Bartlesville OK 
74003 

mSPHOHEi (918) 336-2400 

DIRECTOB: Ball, J, S, 

PABBMT^SPOKSOH^HOST AFPILIAtlOH? Energy Fesearch and Developraent Administration 

ma IHFORBITIOH SOURCE BEGAHs 1918 

HISSIOHr IQ conduct such programs of research as are necessary to inform the government 
on technological developments, and to stimulate the private sector in the production of 
iiguid and gaseous fuels and chemical raw materials in a manner that reduces waste, 
conserves resources, and ensures that petroleum-based products are used and disposed of 
without Ob jectionable social and environmental costs, 

SUBJECT SCOPES Thermodynamics; Chemistry; Jet and gas turbine engines; Fuels; Mining 
engineering; Geology and mineralogy; oils, lubricants and hydraulic fluids; nuclear 
instrumentation* 

RAJOE SUBJECT TERRS: Gas detectors; Mining; Electronics; Thermodyuanics; Fuels; Engines ; 
Chemistry; Waste disposal; Oils; Liquified gases* 

RBSEAHCH AHD DEVELOPMEHT ACTIVITIES: Current projects are in the fields of petroleum 
recovery; thermodynamic properties of hydrocabbns; chemistry and refining of petroleum 
and synthetic fuels; and automotive engine-fuel relationships. 

STAFF SUBJECT SPECIALISTS: 

Name subjec t Specialty 

Thompson, C. J, Fuels 

Whisman^ R. L, Lubricants 

Collins, A. G. Earth Sciences; Oils 

Johansen,' R, T. Oils; Earth Sciences 

Armstrong> F, E* Gas Detectors 

bousin, U. R, Thermodynamics 

Hum, R» W. Engines 

STAFF: Full-time - professional 74, nonprofessional 98, total 172; part-time - 
professional 1, nonprofessional 44, total 45-, 

INTERVAL PUBLICATIONS: Indexes; technical reports; newsletters/trade literature; 
conference papers, 

HOLDINGS: Books 13,000; abstracts/indexes; reports and reprints; periodicals 200; total 
number of titles 3,600; range of years of total 1918-date, 

DATA BANE BESOUeCBS: 

Name or Description of contents 

Acronym 

STOBET Water analyses 

Crude oil 
analyses 

EEFEHEHCE AND QDEHY SERVICES: Questions answejced intilvidually, 

OTREH SERVICES; On— site use of collection; accession of new acquisition lists; 
interlibrary loans; conf erences/symposxurns, 

USER QUALIFICATIONS: General technology community, 

USER RESTBICTIOHS: None, 

DECER8ER 1975 


Range of Years No, of 

Records 

50,000 

50 80,000 


Te 

1. 

No- 

and 1 

3xt- f; 


(9 

isf 

336- 

-2400 

ext. 

204 

(9 

18) 

3 36^ 

-2400 

ext. 

251 

(9 

18) 

336- 

-2400 

ext. 

282 

{9 

18) 

336- 

-2400 

ext. 

206 

(9 

18) 

336- 

-2400 

ext. 

278 

(918) 

336- 

-2400 

ext • 

210 

(9 

18) 

336-2400 

ext. 

253 
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ASRDI No, 57^00025 


BATTELtE HEHORIAL IHST,^ LIBEAHI AMD IMPOBMATIOK SERVICES 

ADDRESS: flattelle Memorial Institute 
Pacific Northwest Laboratory 
PO BOX 999 
aichland, HA 
99352 

TEIrEPHOHE: (509) 942*1111 ext 3511 

DIRECTOR: Snyder, H, A. ^ 

lEAR XHFORKATIOH SOORCE BEGAN: 1948 

BX5SXOH: To serve the information needs of trs Energy Research and Development 
Administration at the Hanford, Washington, plant. 

SUBJECT SCOPE: Nuclear safety; Nuclear science and technology; Materials; Metals; 
Mathematical sciences; Physics; Chemistry, 

MAJOR SUBJECT TERMS: Nuclear physics; Nuclear engineering; Reactor safety; Environments; 
information retrieval; Physics; Chemistry; Mathematics; Metallurgy; Materials* 

STAFF subject SPECUUSTSs 

NaraG_ subject specialt y , . _^^T el .__ No. .„an d_ E xt, fx) 

Snyder, W- A- ^ Information Retrieval " ” 7509f9 42-ll^l"^ext 3611 

STAFF; Full-time - professional 13, nonprofessional 24, total 37; part-time - 
professional 0, nonprofessional 0, total 0, 

internal PUBLICATIONS; Reference lists/bibliographies. 

HOLDINGS; Books 40,000; reports and reprints 250,000; periodicals 2,000, 

REFERENCE AND QUEEI SERVICES; Petr ospectlve searches; referrals, 

OTHER SERVICES: Interlibrary loans, 

PRIMARr SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy; microfiche copy. 
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ASRDI No. S7500026 


BECKEH, HEfiBBRTr COHSDLTAST 


ADDRESS: 80 Boulder Road 

Newton Center, KA 
02159 

TSLEPHOHE: (6 17) 969-697U 

HXSSXOE: TO support industry with technical information and consultation on structures, 
□dterlals and design problems; to idengify areas where safety problems and technology 
voids exist and to initiate research programs in these problem areas; to author and 
compile state-of-the-art and summary publications in areas of concern. 

SUBJECT SCOPE: Mechanics of structural failure; Structural materials limitations 
(metallic and nonoetallic) ; Cryogenic safety: Aircraft problems; Safety analysis; 
Specifications and standards. 

UAJOIt SUBJECT TERRS; Safety engineering; Cryogenic fluid safety; Structural failure; 
Structural engineering; Structural materials; Aerospace engineering; Safety analysis; 
Fatigue (materials); Standards. 

BE5E&RCU AND DEVBLOPMEfT ACTIVITIES; Perform research projects on pressure vessels, ships 
and machinery. 

STAFF SUBJECT SPECIALISTS; 

Mb® Subj ec t Specialty Tel.__N o- a n d Ext, f x) 

Becker, hZ ^ ” Structural Engineering; Structural {617)"969-6 974 

Haterials 

iNTBBUAI. PDBLXCATXDHS; Handbooks/manuals; technical reports. 

HEFEBENCE BHD QUE£iT SERVICES; Advisory and consulting services- 

DECEHBER 1975 
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ASPOI HO, 57500027 


BBHET LABOBATOaXES, TECHHICAL IKFORWATXOH SERVICES OFFICE tllSO) 

ADDRESS^ 

Hatervlietff NY 
12019 

TELEPHOHE: (518)273-4610 
DIRECTOR^ Vcooman^ G, 

PAREHT-SPOHSOE-HOST AFFXLIAIIOK: Hatervliet Arsenal 

fiXSSXDH: To ^?pecialize in material on the research and development of the OS Army^s 
conventional weapons, 

SUBJECT SCOPES Ordnance; Hat he oat i cal sciences; Composite materials; Thermodynamics; 

Solid state physics; physical and general chemistry; Hechanics; iletals, 

HAJOB SUBJECT TERESA Physics; Thermodynamics; Chemistry; Mathematics; Materials; 
Metallurgy; Infotmation retrieval, 

STAFF SUBJECT SPECIALISTS^ 

Nam e Sabi ect Sp eci a lt y Te l, No , and Ext, fx> 

Vrooman, G. K, information Fetrieval (518)273-4610 

Full-time - professional 5^ nonprofessional 2, total 7; part-time - professional 
0, nonpi-ofessional 0, total 0, 

INTERNAL POBLICATIDRS: Abstracts; indexes; reference Lists/bibliographies, accession 
lists, 

HOLDINGS; Books 5,900; reports and reprints, 

REFEBEHCE AND QUERY SEHVXCESs Retrospective searches; referrals; custom abstracting and 
indexing services; SDI services, 

OTHER SBBVXCESs Interlibrary loans; repf bduction/publication services, 

PRIHABY SOURCE DOCOBEHTS AVAILABLE OH REQUESTS Microfilm copy; microfiche copy, 

USEE QDALXFICATIOHS: Government employees, 

USES RESTRICTIONS; Federal security clearance, 

DECEMBER 1975 



flSRDI NO. S7500028 





EODiNG aOSOSPACB CO^ ^ BXPESIEHCE AMALTSIS C2HTBB " 

ADDRESS; Boeing Aeros^pace Company ' ■ 

P.0» Qo\i 3999 . ‘ 

Sed+itlop ilA 
93124 

TELEPHONE; (206) 65S~'I941 
DI SECTOR; lierrolJp f5. Po 

IllSSlon: lo provi^ie riiipport to all Boeing Aerospace Company programs, and also to conduct 
Udtrj exiidiige u.ith otner divisions, companies and government agencies. 

SUBJECT SCOPES Missile technology; Safety analysis; Reliability; Mathematical sciences; 
Electronics and electrical engineering; Aircraft problems; space vehicle problems; 
Atmospheric sciences^ 

I3AJOR SUBJECT TERaS; Mechanical engineering; Aerospace engineering; Reliability; Safety 

Mathematics; Electronics; Missiles; Aircraft problems; Information retrieval; 
Spacecraft. 

STAFF SUBJECT SPBCIALISTSS 

H iibject Specialty Te l. _jj o> _a nd ..Ext. (sO 

Herroid, S. p« Information Retrieval {206)655-^1941 

IKTERMAL PUDtlCATIONS; HandbooJcs/maiuials; abstracts; indexes; technical reports; 
statistical compilations; graph ics/tabular materials- 

UOLDIIItiS; Books; reports and reprints; reference lists/bibliographies; standards and 
specifications; graph! cs/tables ; statistical compilations; films and slides; total 
numtier of titles 1 15,000. 

5BFEEEBCE AND QOEtl? SERVICBSs Questions answered individually; state-of'-the-art reviews; 
advisory and consulting services; referrals; scientific or statistical data 
retr leva l/compilat I oUq 

OTHER SERViCESi Interiibrary loans. 

PaiMAHT SQUaCE DGCUKENTS AVAILABLE OH REQUESTS Hard copy. 

USER QOALiriCATIOMS? General technology community. 

USER RBSTltlCTItinS; Registration with DDC. 

PRICING AND SERVICES CHARGES; Charge for user outside organization. 
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ASHDI No. S7S0002^ 


BOEIHG AEROSPACE CO- , PRODHCT AND SYSTEM SAFETY ORGAHIZATIOH 

address: P.O. box 3999-Mail stop 8A-83 
Seattle, WA 
98124 

TELEPflOKE: {206) 773-1270 

DIRECTOR: Trettin, H. D. 

YEAR XHFORMATIOH SOURCE BEGAN: i961 

MISSION: TO provide the Bo : g Aerospace Company with technical and managerial leadership 
in product and system saiety, that will result in product safety commensurate with the 
functional use and cost-effectiveness of the product- 

SUBJECT SCOPE: Safety analysis; Space vehicle problems; Materials; Aircraft problems; 
Nuclear safety; Reliability; Dangerous materials; Han-machine hazards. 

MAJOR SUBJECT TERMS: Personnel development; Safety engineering; Transportation; 

Materials; Fire prevention; Missiles; Structural engineering; Shock; Safety 
engineering; Reliability; Explosives; propulsion system performance; Nuclear reactors; 
Accidents; Safety analysis; Safety procedures; Safety equipment; Shielding; Aerospace 
engineering; Stress analysis; Product safety; Systems engineering- 

SESEARCB AND DEVELOPBEHT ACTIVITIES: Research in safety analysis techniques; structural 
safety; space safety; human factors; surface transportation and nuclear reactor safety. 

SPECIAL SCOPE FEATURES: In conjunction with system safety activities performs the 

following safety tasks; system safety program plan, preliminary hazard analysis, fault 
tree analysis, operational hazard analyses and design reviews. 

STAFF SUBJECT SPECIALISTS: 

Name Subject^^Spec ialt y Tel.> N o^ an d E xt, (x) 

Trettin, H- D** Product Safety; Systems Engineering (206)773-1270 

STAFF: Full-time - professional 95, nonprofessional 0, total 95; part-time - professional 
0, non professional 0, total 0- 

IHTERMAL PUBLICATIDHS: Handbooks/manuals; technical reports; reference 
lists/bibliographies- 

HOLDINGS: Reports and reprints; periodicals; standards and specifications- 

DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No. of 

Acronym^ 

Materials in System Safety Reliability, . 35,000 

Maintainability and Design Eaglneerihg 

REFERENCE AMD QOEBT SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation. 

OTHER SERVICES: Conf erences/symposiu ms. 

PRiriABY SOURCE DDCUHEHTS AVAILABLE OH REQUEST: Hard copy if not proprietary. 

USER QUALIFICATIONS: General technology community; government contractors. 

USEE RESTRICTilOHS: None. 

PRICING ABD SERVICES CHARGES: Charge for some services to qualified usecs- 
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aSHDI Ho. S7500030 


BOSZHG AEROSPACE CO., SAFETY BHGIHEERIHG 

ADDRESS^ P-0. Box 58747 
Houston, TX 
77058 

TELEPHONES (713)488-0910 ext 621 

DIRECTORS 0» Tyson, C. 

PAEEUT-SPONSOR'-HOST AFFILIATION: HflSA 

YEAH XHPOHHATION SQtIRCE BEGARs 1964 

Missions To support Johnson Space Center, NASA, in performing safety analyses, developing 
safety reguirements, and assessing operational safety for manned space vehicles; 
support hardware and on-board experitnents/ccew equipment to identify potential hazards. 
Safety support also is provided in manned test operations. Special studies to evaluate 
risks associated with identified hazards are performed. Methods of eliminating or 
controlling hazards are determined- In addition, safety analyses are conducted on 
equipment being developed by the JSC for use in nonaetospace applications, 

S0BJBCT SCOPE: safety analysis; Fire, explosion and detonations; Man-machine hazards; 
Extraterrestrial environmental hazards; Space vehicle problems; Industrial safety 
manuals, codes, specifications, standards; Dangerous materials. 

MAJOR stlBJECT TERHS: Safety engineering; Transportation; Fire hazards; Operations 

research; Aerospace engineering; Electric batteries; Radiation effects; Reactor safety; 
Safety analysis; Lightning; Industrial safety; Physiological hazards; Environments; 
Safety engineering- 

RESEARCH AMD DH7ELOPBEHT ACTIVITIES; performed special safety studies on biomedical 

instrumentation and apparatus for nonaerospace applications; performed safety analyses 
on major transportation systems; developed and improved techniques for performing 
hazard analyses- 

SPECIAL SCOPE FEATURES i Expertise in safety logic diagram and other hazard analysis 

techniques; fire, explosion, and detonations; space vehicle safety problems; radiation; 
flammable and toxic materials, safety requirements; manned test operations safety; 
space environment hazards; electrical shock protection; battery safety; industrial 
safety; nuclear safety. 

STAFF SUBJECT SPECIALISTS: 

Mas® Subject Specialty ; ls._Nq^_and_Ext 

0 ’Tyson, C- Systems Engineering (713)488-0910 ext 621 

McMurdo, R. B. Systems Engineering (713)488-0910 ext 231 

STAFF: Full-time - professional 33, uonprofessional 6, total 39; part-time - professional 
0, nonprofessional 0, total 0. 

IHTERHAL PUBLICATIOHS: Handbooks/manuals; technical reports; conference papers. 

HOLDIKGS: Reports and reprints; reference lists/bibliographies; standards and 
specifications. 

DATA BAHK RESOURCES: 

Name or Description of Contents Range of Tears No- of 

A crony m ^ Recor ds 

SEQA Document Safety7 Reliability 6 Quality Assurance 1964- 170,000 

Index Technical Data 

RBPBREHCE AMD QUERT SERVICES: Questions ansvered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; advisory and 
consulting services; referrals; bibliographic abstracts, 

paiMAEY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy if not proprietary. 

OSER RESTEICTIOHS: None for unclassified material (NASA data release approval required). 

PRICING AND SERVICES CHARGES: Charge for some services to qualified usecs- 
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ASRDI No, 57S00031 


BOEIHG AEROSPACE CO- , SlfEAK CIPCaiT AHALTSIS GEOnP 

ADDRESS: P.O. Box 58747 
Houston, TX 
77058 

TELEPflOME: (713) 488-0910 

DIRECTOR: Heuer, D- A- 

TEAR IRPOHflATIOll SOURCE BEGAN: 1967 

21ISSIOH: The development and implementation of a formalized computer aided electrical 
systems analysis technique to assure trouble free operation of electrical hardware. To 
uncover latent circuit paths (sneak circuits that are missed by testing and other 
analysis techniques) which will result in unexpected modes of operation- 

SUDJECT SCOPE: Miscellaneous detection; Computers; Peliability; Electrical subsystems; 
Electronic and electrical etigineering- 

MAJOE SUBJECT TERMS: Safety equipment; Quality control; Reliability; Inspection; 
Electrical/erectronic engineering; Electricity- 

RESEARCH AND DEVELOPMENT ACTIVITIES; Software Sneak Circuit Analysls-Adapt the proven^ 
error-detecting capabilities of Sneak circuit Analysis to development of computer-aided 
techniques for discovering potentially costly defects in real time computer programs 
for mission operations. Sneak Circuit Analysis of Digital Logic Circults-Extend the 
techniques developed for hard— wired analog circuits to complex digital circuits. 


I® i- No. and Ext . 
(713)488-0910 ext 235 
{713)488-0910 ext 239 

{713) 408-0910 ext 254 

(713) 488-0910 ext 237 
(713) 488-0910 ext 242 

T - STAFF: Full-time - professional 50, nonprofessional 12^ total 62; part-time - 

professional 0, nonprofessional 0, total 0. 
l ■■■ . ■' ■ • ■ . ■ ' ' 

IMTEENAL PUBLICATIONS: Handbooks/raanuals; technical reports; statistical compilations; 
newsletters/trade literature; conference papers; standards and specifications, 

t ; REFERENCE AND QUERY SERVICES: Analytical studies; advisory and consulting services; 

scientific or statistical data retrieval/cdmpilation- 

[ \ OTHER SERVICES: Conf erences/symposlums- 

‘ PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy if not priority, 

p-- DSEH QUALIFICATIQMS: General technology community; government contractors, 

i ^ USER RESTRICTIORS: None. 

- PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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STAFF SUBJECT SPECIALISTS: 

Name Subject S pe cia lty 

Heuer,^D. A. Electrical/Electronic Engineering 

Rankin, J- P. Aerospace Engineering; Nuclear 

Engineering 

Wilson, J- L. Aerospace Engineering; Nuclear 

Engineering 

Hill, B- j. Aircraft Problems 

Campbell, J. 3. Aircraft Problems 
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ASRDI Ho. S7500012 


BOEIHG VERTOL CO,, PRODUCT ASSORAKCE AKD SYSTEM SAFETY 

ADDRESS: Boeing center, M,S, P30-37 
P.0, Box 16fl5S 
Philadelphia, PA 
19142 


TELEPHOHE5 (215) 522-7907 
DIBECTOH: Hindolph, G. H. 

YEAR IHFORHATIOH SOUECE BEGAH; 1950 


hXSSXOHr To provide statistical compilations and individual detailed suramaries of 

helicopter accidents and incidents for the purposes of establishing design objective, 
criteria and guidelines. Also, to perform detailed safety analyses of new systems using 
accident history and hypothesizing hazardous effects of predictable failure modes to 
achieve the desired safety characteristics. The objective is to identify, evaluate, and 
eliminate or control potential hazards in helicopters from conception through the 
design, manufacturing, testing, and operation. 

SUBJECT SCOPE: Aircraft problems; Aeronautics; Human factors engineering; Safety 

analysis; Safety engineering; structural engineering; Reliability; Man-machine hazards. 

MAJOR SUBJECT TERMS: Aircraft safety; Civil aviation; Failure; Accidents; Safety 
equipment; Structural engineering; Maintenance; Detectors; Systems engineering; 

Accident prevention; Warning systems; inspection; shielding; survival; Product safety* 


RESEARCH AID DEVELOPMEHT ACTIVITIES: Subsystem design approaches, crashworthiness 

concepts, statistical methods, system condition monitoring and diagnostic devices and 
subsystems. 

SPECIAL SCOPE FEATURES: Services include; statistical research; safety criteria; system 
safety and crash survivability analysis; hardware concepts and developement. 


STAFF SUBJECT SPECIALISTS: 


H§S§ 

.Senderoff, iZ 
Sand, E. 
Eagle, K. 
Quinn, E. 
Pruyu, R- 


S*«b i et:t _ Spec i alt y. 

Product Safery 
Systems Engineering 
Reliability 

Human Factors Engineering 
Survival 


Tel- No.^and Ext-j[xl_ 

t21Sr522-2260 
{215)522-3476 
(215)522-3327 
(215) 522-7274 
(215)522-3283 


STAFF: Full-time - professional 28, nonprof essionai 0, total 28; part-time - professional 
0, nonprof essionai 0, total 0. 


IHTERNAL POBLICATXOHS: Handbooks/nanuals; abstracts; Indexes; technical reports; 
statistical compilations; periodicals/ journals; newsletters/trade literature; 
conference papers; reference lists/bibliographies. 


DATA BARK RESOURCES: 


Name or Description of Contents Range of Years Ho. of 

Ac ronym R eco rds 

— Helicopter Mishap Histories 1950-Present 

— Computerized Helicopter Dynamic 1967-Present 

Components Reliability Data Bank 

KRASH Elasto-plastic Finite Element Analysis 1973-Present 

of Aircraft Structures under Crash 
Loading 

STKWKT Elasto-plastic Plane Frame Analysis of 1974-Present 

Aircraft Structures under crash Loading 

PROMETHEUS Non-Linear Dynamic Analysis of Vehicle 1974-Present 

Occupants under Environment 

(J13INSTH Crew Station Reach and internal 1973-Present 

Visibility Envelope 

QICDE Windshield visibility Plot 1973-Present 


ASRDI HQ. S7^00032 


BoerNG VERTOL CO., PRODUCT ASSURANCE AND SYSTEM SAFETY 

aBFBEBKCB AHD O0SBI SSBTXCES: Questions answered individually; selective dissemination of 
information; analytical studies; advisory and consulting services- 

PHIUARy SOUHCE DDCUHEHTS AVAILABLE OH BEQaESTt: Hard copy- 

OSER QUALIFICATIONS: General technology community; government employees; government 
contractors, 

USER RESTRICTIOHS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services* 
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ASfiDl SO. S7500033 


EOLT BBGANEr: him HEWH&H, IRC. CBBH) 

ADDBBSS^ 50 Houlton Street 
Caabridger HA 
02138 

TELEPaOHES (617) 491-1850 

DIBBCTOB; Eldred^ K. H. 

YEAR IWFORHATIOII SOURCE BBG^Ws 1948 

aiSSXQH: Bolt Beranel; and Weuoan, Inc^^ working in the areas of physical, environniGntal, 
behavioral and information sciences, provides cdnsulting, research and development 
services to clients in government and industry. Safety related expertise centers on 
problems of noise and vibrations and human factors in this area. 

SUBJECT SCOPES Computers; Behavioral and social sciences; infortaation theory (coding) ; 
Acoustic detection; Acoustics. 

UAJOB SUBttSECT XERHSi Personnel development; Shock; Vibration; Eluraan factors engineering; 
Rolse (sound) ; Environ ments- 

EESEARCH AUD DEVELOPHBUT ECTIVlTlESs Research and Development in the following areas: 
Aerospace Vehicle Noise Vibrations and Structural Response, Rail Environmental Noise, 
control of Ship Noise and Vibration Traffic Noise, Noise and Vibration Control, 
Architectural Technologies and Behavioral and Information Sciences. 

SPECIAL SCOPE PEATORESs Complete technical research facilities include advanced-design 
acoustical wind tunnels, an anechoic and reverberant chamber, a well-equipped acoustics 
laboratory, a unique underwater sound laboratory, an instrument and transducer 
development facility, a laboratory for delivery-testing computer systems, a variety of 
graphic display systems, and several time-shared computers, one of which connects to a 
nationwide network of research computers, 

STAFF SUBJECT SPECIALISTS^ 


Name 

Subiect Specialty 

Tel. No- and Ext. (x) 

Brown, N. A. 

Vibration; Ships; Noise (sound) 

(617)491-1850 

Heart, K. Eo 

Computer Techniques 

(617)491-1850 

Barger, J. E. 

Physics 

(617)491-1850 

Schultz, T. J. 

Architecture; Noise (sound) 

(617)491-1850 

Baron, s. 

Information Retrieval 

(617)491-1850 

Bruce, H. D. 

Environments; Noise (sound) 

(617)491-1850 

Hirtle, P. W. 

Architecture 

(617)491-1850 

Starr, E. . A. 

instruments 

(617) 491-1850 

Ungar, E. E. 

Vibration; Structural Engineering 

(617)491-1850 

Jackson, F. J» 

Ships 

(703)524-4870 


STAFF; Full-time - professional 300, nonprof essional 385, total 635; part-time - 
professional 0, nonprof essional 0, total 0. 

IllTEHKAL PUBLICATXOHS; Handbooks/taanuals; technical reports; statistical compilations; 
periodicals/ journals; newsletters/trade literature; conference papers; reference 
lists/bibliographies; standards and specifications; graphics/tabular materials. 

BOLDXHGS; Books 4,000; abstracts/indexes; reports and reprints; periodicals 275 ; 
reference lists/bibliographies; standards and specifications; graphics/tables; 
statistical compilations; films and slides; range of years of total 1955-present. 

REFEHB0CE AHD QOERI SERVICES; Questions answered individually; retrospective searches; 
selective dissemination of information; prior art/patqnt searches; state-of-the-art 
reviews; analytical studies; advisory and consulting services; referrals; scientific or 
statistical data retrieval/compilatiou. 

OThES ^ERVICESs Reproduction/publication services; courses/workshops; 

CO n f er en ces /sy m posi u m s. 

PBIHARV SOURCE DOCUHEBTS AVAILABLE OH REQUESTS Hard copy. 

USER QUALIFICATIOBS: General technology community; government contractors. 

USER EESTRlCTIoySs None. 

PRICING AHD SERVICES CHARGES; Charge to all users for all services. 
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ASPDI No, S750Q0 3t| 


CAH&LB HESEABCa 


ADDHESS: 625 Randall St. 

Redgecrest# CA 
93555 

TELEPHONE: (71 4) 375-4997 

DIRECTOR: Canale, S. 

lEAR IHPOHttATJOH SOURCE BEGAN: 1971 

HISSIOR: To provide systeos analysis, and system safety services to the government, 
industry and private individuals^ 

SDBJECT SCOPE: Safety analysis; Safety education and training; Mechanics of structural 
failure; operations research; Metals; Mathematics and statistics. 

MAJOR SUBJECT TERMS: Accident investigation; Fatigue (materials); Safety analysis; 
Electricity; Safety eguipraeut; Industrial safety; Safety procedures; Safety 
engineering; Reliability; Systems engineering; Aerospace engineering. 

RESEARCH AND DEVELOPHEHT ACTIVITIES: Safety research on relative hazard rating system for 
consumer products, economic safety analysis, and safety criteria. 

SPECIAL SCOPE FEATORESs Expertise in: hazard analysis, fault tree analysis, cost 
effectiveness, accident analysis/reconstructibn , safety education, 

Simula tious/analogies, time state modeling, prediction analysis and metallic fatigue 
failure. 

STAFF SDBJECT SPECIALISTS: 

Sg.bject_Specialty Tel. No. and Ext, fx) 

Canale, s. "" Systems Engineering; Product Safety *(^T4) 375-4997 

STAFF: Full-time - professional 1, nonprofessional 2, total 3; part-time - professional 
0, non professional 0, total 0* 

IHTEHKAL PHBLXCATXOHS: Technical reports; conference papers- 

REFEEEHCE AHD QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation. 

OTHER SERVICES: Courses/ workshops; conf etences/symposiuns. 

PRIMARY SOOECE DOCUMENTS AVAILABLE OR REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community. 

USEE EESTHICTIQHS: None. 

PRICING AHD SERVICES CHARGES; Charge for some services to qualified users. 
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hsmi No. S7500035 


CEHtEB FOB SHOH!T-LIVED PHBHOHEHA (C5LP) 

A0DHE5S; Center for Short-Lived Bhenoinena 
60 Garden Street 
Cambridgeff MA 
02138 

TELEPHONES (617) 864-7911 
• DIRECTORS Citron, R. 

PAREHT-spONSOE-flOST AFFILIATIONS Smithsonian Institution 

XEAR IHPORHATION SODBCE BEGAHS I960 

MISSIONS As an early-alert com municat ions headquarters, CSLP, receives and relays 

scientific information on significant shortlived events throughout the world* Reports 
of events in the following categories - earth science, astrophysics, urgent 
anthropology and biological science are communicated to 2,300 corresponding scientists 
and scientific institutions in 148 countries. 

SDBJBCT SCOPE: All categories and subcategories. 

MAJOR SOBJECT TERMS: Aeronautics; Transportation; Materials; Energy; Structural 

materials; Fire hazards; Aerospace engineering; PJiysics; Extraterrestrial eiivironnents; 
Nuclear physics; Chemistry; Accidents; Navigation aids; Life sciences; Barth sciences. 

RESEARCH AND DE7EL0PMSHT ACTITMIESs The CSLP has no investigative power of its own but 
it does initiate follow up studies by its correspondents. It is presently involved in 
the designing of a Global Environmental Monitoring System with the UN and coordinates 
the International Environmental Alert Network, a student based reporting system. 

SPECIAL SCOPE FEATUEBS: Major interest in earthquakes, volcanic eruptions and oil and 
hazardous material spills. International information on earthquakes, volcanoies, and 
oil spills furnished by both US and foreign sensing stations* 


Tel- No . _au d . Ext- ,(x) 
7617r868-4307 
(617) 068-4307 

STAFF: Full-time - professional 7, nonprofessional 2, total 9; part-time - professional 
0, nonprofessional 0, total 0. 

XHTERHAL PUBLICATIONS: Technical reports; periodicals/journals; newsletters/trade 
literature* " . 

HOLDINGS: Reports and reprints- 

EBFEREBCB AMD QOEEI SEE7IC65: Questions answered individually; selective dissemination of 
information; referrals; scientific or statistical data retrieval/compilation. 

PRIHAHI SOURCE DDCUKENTS AVAILABLE OH REQUEST: Hard copy. 

USEE QUALIFICATIONS: General technology community. 

USER RES TRXeTIOMSS None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users- 
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STAFF SUBJECT SPECIALISTS: 

Na me S ubject specialty 

squires, D. Earth Sciences 

Scallon, P. Pollution; Life Sciences 
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f 


CeOBCH, J* COHSOLT&HT 

ADDESSS? Department of Chemical Engineering 
Columbia University 
Mew YorKr NY 
10027 

TELEPHONE: (212) 200-4447 

DIEECTOR5 Church, J* tt. 

YEAR INFOHKATXOH SOIIHCE REGAN: 194 3 

HX5SXOE: The investigation and study of fires, explosions and flammability of fabrics 
through industry and education. 

SUBJECT SCOPE: Fire, explosion and detonation; Industrial safety manuals, codes, 

specifications, standards; Plastics; Chemical engineering; Organic chemistry; Fibers 
and textiles. 

HAJOB SUBJECT TEEMS: Textiles; Plastics; Fire resistant materials; Fire prevention; 
Explosions; Fires; Fire hazards; safety procedures; Safety regulations; Safety 
analysis; chemical engineering. 

RESEARCH AHD DEVELOPHEBT ACTIVITIES: The investigation of fires and explosions, and the 
recommendation of preventative measures to eliminate them* 

SPECIAL SCOPE FEATURES: Consulting services in the areas of fires and/or explosions in 
gas storage tanks, industrial plants, public institutions and commercial residences. 
Expertise in health and damage due to fabric or material fires. Other areas include 
propellants, fuels, lubricants, solvents, and flammability of fabrics and aircraft 
inte rior. 

STAFF SUBJECT SPECIALISTS: 

NiSS Subject Specialty ; Tel._Nro. a nd Ext, (x) 

Church, J, fi. Fires; Explosions ^ ”212f2B0-4447'" 

INTERNAL PUBLICATIONS: Technical reports; periodicals/journals; nevsletters/trade 
literature; conference papers. 

HOLDINGS: Books; abstr acts/indexes; reports and reprints; periodicals; reference 
lists/bibiiographies; standards and specifications; graphics/tables; statistical 
compilations- 

HEFERENCE AMD QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals, 

OTHER SERVICES: Courses/uorkshops ; conferences/symposiiims. 

PRIHARY SOURCE DOCUMENTS AVAILABLE OH BEQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; immediate staff or members. 

USER RESTBICTIOHS: None. 

PRXCXHG AND SERVICES CHARGES: Charge for some services to qualified users. 
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&SRDI Ho 


S7500037 


CLIMAX MOLtBDEHUM CO. 

ADDRESS: Technical Information Center 
One Greenwich Plaza 
Greenwich r CT 
06830 


(AHAZ) 


TELEPHOHE: (203)661-3000 ext 351 

DIRECTORS Barif R. Q» 

PABEHT-SPOHSOH-fldST AFFILIATIQH: AMAIr Inc. 

TEAR IHFORHATIOH SORRCE BEGARs 1955 

Mission: The Technical Information Center collects^ stores^ and retrieves technical 
informatian needed by customers, students, educators and coupany personnel. It also 
maintains a library collection in relevant fields. 

BUBaECT SCOPE; 'inorganic chemistry; Metals. 

MAJOR SUBJECT TEEMS; Metallurgy; High strength alloys; Corrosion; Chemical properties; 
Molybdenum. 

SPECIAL SCOPE FBATDRESs Metallurgy and chemistry of molybdenum# tungsten, and products 
containing one or more of these elements. Also literature available on corrosive 
resistance, strengthening mechanisms and molbydenum in life processes. 

STAFF SO EJECT SPECIALISTSi: 

Nam e Subjec t Specialty Te l. Ho . and Ext, fxl 

Korrow, H., Ill Heat Resistant Alloys^ (203)622-3592 

McArdie, G. Refractories (203)622-3588 

Barr, R. R. Chemistry; Abrasives (203)622-3587 

STAFFS Full-ti^e - professional 4, nonprofessional 3, total 7; part-time - professional 
0# nonprofessional 0, total 0- 

IHTEHHAL POBLXCATIOHS; Books; handbooks/manuals; abstracts; technical reports; 
statistical compilations; periodicals/ journals; newsletters/trade literature; 
conference papers; reference iists/bibliographies; standards and specifications. 

HOLDIHGS; Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; total number of titles 2000; range of years of total 20. 

DATA BANK EESOUBCES; 


name, or Description of Contents Range of tears Ho. of 

Acronym Re co rds 

TERMATREX Mo, H steels and alloys containing Mo 20 "" 60,000 


and H. 

REFEEEBCE AND QUERY SERVICES; Retrospective searches; translations; custom abstracting 
and indexing services. 

DIRER SERVICES: On-site use of collection; reproduction/publication services. 

PRIMAEt SOURCE DOCUMENTS AVAILABLE OH REQUEST; Hard copy. 

USEE QUAL1FXCATI0H5: General technology community; immediate staff or members; staff or 
members of affiliated organizations. 

USER RESTBICTIOHS; Hone. 

PRXCXKC AND SERVICES CHARGES; All services free to qualified users. 
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ASRDI no. S7500038 


COAST onARD, CARGO ARD HAZARDOUS HATBBIALS DIVISION (G-nHH) 

ADDBRSS : coil DT {G-HHC!- 83 ) 

US Coast Guard 
Washington, DC 
20590 

telephone: (202) 426-2297 
DXBECTOH: Mathieu, Capt* C. 


TEAR INFOHHATION SOHBCE BEGAN: 1940 

MISSION: TO protect life and property at sea; to promote the safe transportation and use 
of packaged and bulk hazardous materials In the marine mode; administration of the 
Dangerous Cargo Act; administration of the safe Container Convention of 1972 and the 
customs convention on Freight containers* 


SUBJECT SCOPE: Containers and packaging; Narine engineering; Safety engineering; 
Radioactivity; Dangerous materials. 

MAJOR SUBJECT TERMS: Explosives; Reactor safety; Transportation; Shipping regulations; 
Safety regulations; Chemical hazards; Protective eguipment; Compressed gas; Liquified 
gases; Corrosion; Oxidation; Hazardous materials; Toxicity; chemical properties; Fire 
prevention; Cargo- 

RESEARCH AND DEVELOPMENT ACTIVITIES; Supports/commissions research in the areas of the 
major subject terms^ Research oriented towards enabling promulgation of better or new 
safety regulations. 


SPECIAL SCOPE FEATURES: G-HHM expertise is safety and chemical technology in the areas of 
explosives, flammables, poisons, corrosives, oxidizers, gases, radioactive materials, 
and other hazardous articles; fire protection; personnel safety; cargo containment 
systems; chemical compatibility; multimodal freight containers; portable tanks; vessel 
and cargo accelerations. 

STAFF SUBJECT SPECIALISTS: 


^ Name 

nien,"tl.^H7" 

Altemos, E# A. 
Dickey, T- R- 
Luckritz, R. T. 
Horrissette, H* D. 
Pfersich, E* P. 
EdWl, R* R- 
Riikonen, D- A. 
Roosmagi, C. 
Schneider, A- 


sub ject Specialty 

Cargo 

Hazardous Materials; Cargo 
Liquified Gases 
Hazardous Materials; Cargo 
Chemical Hazards; Toxicity 
Quality Control; Ships 
Radioactive Materials 
Explosives 

Barges; Chemical Hazards 
Liquified Gases 


Tel - H o. and Ext, fx ) 
(2027426-1577^ 
(202)426-1577 
(202)426-1217 
(202)426-1217 
(202)426^1218 
(202)426-1219 
(202)426-1579 
(202)426-1579 
(202)426-1218 
(202)426-1219 


STAFF: Full-time - professional 24, nonprofessional 9, total 33; part-time - professional 
0, nonprofessional 0, total 0* 


IHTEHHAL pUBLICATiaHS; Handbooks/manuais; technical reports; statistical compilations; 
reference lists/bibliographies. 

HOLDINGS: Books; abs tracts/lndexes ; reports and reprints; statistical compilations; total 
number of titles 4700. 

REFERENCE AND QUERY SERVICES; Questions answered individually; advisory and consulting 
services; referrals; scientific or statistical data retrieval/compliation. 


OTBEH SERVICES: Conf erences/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy. 
USER qualifications; General technology community- 


USER EBSTHICTIOHS: None- 


PRXCXN6 AND SERVICES CHARGES: All services free to qualified users. 


OSIGINMJ 

■D]J‘ 


-PASS 113 
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ASRDI No, S7500039 


COBALT IHFORIiATION CENTER (CIC) 

ADDBBSSs Battelle Kemorial Institute 
505 King Avenue 
Columbus, OH 
43201 

TELEPHONES {614) 424-6424 
' DIRECTORS NayKuth, P, J« 

PAEEHT-^POHSOR-HOST AFFILIATIONS Battelle Nenorial Inst, 

TEAR IHFOfiHATIOH SODRCE BEGAHs 1956 

HISSXOHs TO give cobalt users technical assistance, to disseminate technical infornation, 
to encourage and aid research, and to develop new uses for cobalt, 

SUBJECT SCOPES Hetals; Ceramics, refractories and glass; Adhesives and seals; Coatings, 
colorants and finishes; Corrosion and degradation. 

MAJOR SUBJECT TEBBSs Protective coatings; Adhesives; Chemical properties; Corrosion; 

Metallurgy; High strength alloys; Mechanical properties; Glass; Ceramics; Iron; Steels; 
Magnetic properties; Mechanical properties; Cobalt, 

RESEARCH AND DEYBLOPHEMT ACTIVITIES: Sponsors research and development to understand the 
cobalt role in modern materials, 

STAFF SUBJECT SPECIALISTS: 

Name Su bject S peci alty _ Te l, Ho, a nd 

Maykuth, D. J. Cobalt 7614)424-6424 

staff; Full-time - professional 1, nonprof essionai 1, total 2; part-time - professional 
2, nonprofessional 0, total 2# 

XHTERNAL POBLXCATJOHS: Abstracts; indexes; technical reports; statistical compilations; 
periodicals/journals; conference papers; reference lists/bibliographies; 
graphics/tabulaf materials^ 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; statistical compilations; films and slides, 

REFERENCE AND QUEBt SERVICES: Questions answered individually; retrospective searches; 
state-of-the-art reviews; advisory and consulting services; referrals; bibliographic 
abstracts; scientific or statistical data retrieval/compilation, 

OTHER SERVICES: On-site use of collection; reproduction/publication services; 
conferences/symposiums. 

PRIM ART SOURCE DOCOHEHTS AVAILABLE OH REaDRSTs Not available. 

USEE QDALXFXCATIOSS: General technology community. 

USEE BESTEICTIOHS: None- 

PBXCXHG AND SERVICES CHARGES: Charge for some services to qualified users. 
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ASROX Ko. S75QOOaO 


COMHISSIOH FOB THE IDFiHCEHENT OP PUBLIC XMTERBST OBGIHIZATIOHS 

ADDHESS: 1875 Connecticut Avenue^ N.W. Suite 1013 
Hashington, DC 
20009 

XELEPHOHB: (202)462-0505 

DIEECTOH; Clark ^ C- C. 

PAEENT-SPOKSOB-HOST APFILIATIOH: Monsour Hedical Foundation 

lE&R INFOHHATIOB SOUBCE BEGA8: 1974 

RISSION: TO support coomunitieSp the publiCr and public interest groups with technical^ 
social and political inf ormation and consultation on public safety and other community 
interast problems; to initiate in-house research on aspects of these issues^ 
particularly with regard to facilitating information flow to the community and public 
interest groups; to author state of the art summary publications in areas of public 
concern; to establish and operate a public interest data bank* Information Resources 
for Public Interest, in print and experimentally in on-line Interactive computp-r form, 
which includes organizations, experts, legislation, and technical documents in the 
public safety and community interest areas. 

SUBJECT SCOPE; Industrial safety manuals, codes, specif Ications, standards; Biological 
and rredical sciences. 


TIAJOH SUBJECT TERRS; Life sciences; Life support systems; Physiology; Medicine; 

Nutrition; Hygiene; Protective equipment; Toxicity; physiological hazards; Consumer 
protection- 

BESEAECH AHD DEVELOPBEHT ACTI7ITIES5 Promotes research on public interest issues, 
including toxic pollution and other topics which have strong preventive medicine 
implications; identifies public candidates for advisory committees and consultants for 
community groups and develops means of improved telacommunications with community 
groups world-wide. 


STAFF SUBJECT SPEClALISTSs 


hams 

Clark, C« Cm 
H a Ive rson , Haclen e 
Gage, K- 
Kleyps, Dm 
M arcus, M. 

C barest, Mm 


Sub ject Specia lt y 

information Retrieval; Safety Analysis 
Hater Pollution; Toxicity 
Information Retrieval 
Legal Liability; Consumer Protection 
Information Retrieval 
Information Retrieval 


Te l- No- and Hzt, Jxl 
(202) 462-0505” ” 
(202)462-0505 
(202)462-0506 
(202)462-0507 
(202)462-0505 
(202) 462-0505 


STAFF; Full-time — professional 5^ nonprofessional 0, total 5; part-time - professional 
1, lion professional 0, total 1* 


IHTERSAL PUBLICATIONS; Reference lists/bibUographies. 

HOLDINGS; Books; reports and reprints; periodicals; standards and specificationsM 

REFERENCE AND QUBRI SER7ICES: Questions answered individually for public interest groups; 
selective dissemination of information; state-of-the-art reviews; analytical studies; 
referrals. 


OTHER SERVICES; On-site Use of coilection; coursGs/vorkshopsM 
PRiHARY SOUBCE DOCUMENTS AVAILABLE OH REQUEST; Hard copy, 

USEE QUALIFICATIONS; General technology community^ 

USER RESTRICTIOMS; None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users (i,e, 
duplication costs) M 
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ASHDI Ho. S7500041 


COnPHEHEHSITE OHIYERSItT OP DATTOM OM-LIHE SEHVICES (CaDOS) 

ADDRESSs University of Dayton Research institute 
Information Systems Section KL 445 
JOO college ParJc Avenue 
Dayton, OH 
45459 

XELEPHONEs (513)229-3711 
DIRECTOR: Schefflec, F. L. 

PASENT-SPOHSOH-HOST AFFILIATIOH: Univ. of Dayton Research Inst. 

TEAR IHFORHATIOH SOURCE BBOAH: 1973 


HISSXOK: The Information Systems secti^jn is concerned ^ith providing consulting and 
research activities to aid in the development of viable information systems and to 
advance the state-of-the-*art in information processing and transfer. It also provides 
to various organizatiDns access to a number of on-line data bases and information 
systems through the Comprehensive University of Dayton On-Line Service (CUDOS) program. 

SUBJECT SCOPE: Structural materials limitations (metallic and nonmetallic) ; Mechanics of 
structural failure; Safety analysis; Metals; Contposite materials; Ceramics, 
refractories and glass; Psychology; Biological and medical sciences; Toxicology; 
Chemistry; Physics; Computers. 

GiAJOB SUBJECT TERfiS: Aircraft problems; Transportation; Yehicles (land); Failure; 
Physiological hazards; Personnel development; Acoustics; Environments; Spacecraft 
control; Ground support systems; structural engineering; structural failure; Safety 
analysis; Physics; chemistry; Information retrieval- 

RE5EAHCH AND DEVELOPMENT ACTIVITIES: The Information Systems Section performs research 
and development work on information science-related activities and operates the CUDOS 
program. Current projects include abstracting and indexing XlteEature on training for 
inclusion in an on-line system, and the analysis of profiles for selective 
dissemination of information. 


STAFF SUBJECT SPECIALISTS: 

Hame : Subje ct Sp ecialty Tel. Hb. and Ext^ fx) 

Scheffler, F. L. Information Retrieval (513)229-3711 

Harch, J. F. Information Retrieval (513) 229-3711 or (513) 255-5197 

Kroger, D. J. Chemistry (513) 229-3711 


STAFF: Full-time - professional 5, nonprofessional 2 , total 7; part-time - professional 
0, nonprofessional 0, total 0, 


XITTEBNAL PUBLICATIONS: Technical reports; nevsletters/trade literature. 


DATA BANK BESOUBCES 
Name or 

AgEgsya 

NTIS 

Chemistry and 
Chemical 
Engineering 
Abstracts 
Compander 
ERIC 


Description of Contents Range of Years 

Federal Research S Development Reports 1970- 
1970- 


Engineering Journals 1970- 

Educational Technical Reports B Journals 1970- 


INFORti 

TOXLINE 

GEOREF 


Business Journals 

Environmental & Chemical Toxicology Data 
Geology Journals 1970- 


Ho. of 

Record s 

200,000 
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ASRDI N6. S7500041 


COMPREHENSIVE UHXVERSITY OF DMTOH OH-LIHE SERVICES (CUDOS) 

EEFEEEUCE AHD Q0ERY SERVICES: Retrospective searches; selective dissemination of 
information; state-of-the-art reviews; analytical studies; advisory and consulting 
services; bibliographic abstracts; scientific or statistical data 
retrievai/compiXation; custom abstracting and indexing services. 

PRIMAET SOURCE DOCUMENTS AVAILABLE OK BEQUESTS Hard copy; raicrofilm copy; microfiche 
copy. 

USEE QUALIFICATIOKS: General technology community; government employees; government 
contractors^ 

USER RESTRICTIONS: None. 

PRICIKG AHD SERVICES CHARGES: Charge to all users for all services^ 
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A5HDI »o 


S7500042 


C0HPHBS5ED GAS A5S0CIATI0K, IMG, (CSA) 

ADDEESSi 500 Fifth Avenue 
New York, KY 
10036 

TELEPHOHEi (212)524-4796 

DXRECTOHi tlatthewSf G. 

YEAR INFORMATION SOUECE BEGAN; 1913 

MISSION: To develop, coordinate, and provide technical activities in the compressed gas 
industries, including end uses of products, in the interest of safety and afficienty, 
and to the end that they may serve, to the fullest extent, the best interest of the 
public and industry, 

SUBJECT SCOPE; Dangerous materials; Industrial safety manuals, codes, specifications, 
standards, 

MAJOR SUBJECT TERMS; Safety regulations; Safety procedures; Industrial safety; Hazardous 
odteriais; Transportation; Cryogenic fluid safety; Compressed gas; Liquified gases; 

Fire hazards; Rescue operations; Materials tests, 

RESEARCH AND DEVELOPHEHT ACTIVITIES; The CGA, through the Workings of the following 
memhership committees makes recommendations, to and works with regulatory agencies at 
the local, state and federal level; Gas Industry Committee, Cylinder Manufacturer's 
Committee, Transportation Committee, General Technical Committee, Cryogenic and Low 
Xemperatare Committee, Industrial Gases Apparatus committee. Gas Specif ications 
Committee, and Air Separation Committee, 

SPECIAL SCOPE FEAT^;*fES; The field of interest extends to ail compressed gases, including 
atmospheric gas-s such as nitrogen, oxygen, argon and the rare gases; hydrocarbons such 
as propane, butane, methane and ethylene; refrigerants such as ammonia and the 
fluorocarbons; aerosol propellants; poisonous gases such as hydrogen cyanide and 
phosgene; medical gases such as nitrous oxide, cyclopropane and ethylene and numerous 
other gases including nitrogen oxides, chlorine, methylamines, sulphur dioxide, carbon 
monoxide and flourine. 

STAFF SUBJECT SPECIALISTS; 

-Naae su bject Specialty Tel , No^ and Ext , fx ) 

Matthews, L- G, Compressed gas ^(212)524-4796 “ 

STAFF; Full-time - professional 4, nonprofessional 4, total 8; part-time ~ professional 
0, non professional 0, total 0- 

INTERNAL PUBLICATIONS; Books; handbooks/manuals; technical reports; statistical 
compilations; newsletters/trade literature; standards and specifications, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 

lists/bibiiographies; standards and specifications; graphics/tables; total number of 
titles 200- 

REFERBNCB AND QUERY SERVICES; Questions answered individually; selective dissemination of 
iiiforination; referrals, . 

OTHER SERVICES; Courses/workshops; conferences/syraposiums, 

PRIMARY SOURCE DOCOMEHTS AVAILABLE ON REQUEST; Hard copy, 

USEE QUALIFICATIONS; General technology community; staff or members of affiliated 
organizations, 

USER RE5TRICTIOH5; None, 

PRICING AND SERVICES CHARGES; Charge for user outside organization. 
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&SPDI Ho. S7500043 


CQHSOHER PRODUCT SAFisIT COUHISSIOR {CPSC) 

ADDEBSS5 5401 West Bard Avenue 
Hashingtojii. DC 
20207 

TELEPHONES (301) 492-6534 

OiaBCTORi Rashid, K* R, 

TEAR IHFORttATION SOURCE BEGAN: 1973 

0XSSXON: The mission of the CPSC is: to protect the public against unreasonable risks of 
injury associated with consumer products; to assist consumers in evaluating the 
comparative safety of consumer products; to develop uniform safety standards for 
consumer products and to minimize conflicting state and local regulations; and to 
promote research and investigation in causes and prevention of product-related deaths, 
illness and injuries, 

SUBJECT SCOPE: Han-machine hazards: Fire, explosion and detonations; Dangerous materials; 
Safety analysis; Propellants, fuels, lubricants, hydraulic fluids safety; Structural 
materials limitations (metallic and nonmetallic) ; Hechanics of structural failure, 

HAJOH SUBJECT TERUSs Accident prevention; Accidents; Hazardous materials; Vehicles 
(land); Fuels; Human factors engineering; Physiological hazards; Toxicity; Chemical 
hazards; Electricity; Fire hazards; Fire prevention; Fire resistant materials; Safety 
engineering; safety regulations; safety analysis; Consutaer protection; Product safety* 


EB5EARCH AND DEVELOPMENT ACTIVITIES: The program for research and development encompasses 
standards development, technical analyses in response to notification of substantial 
product hazards, and longer term engineering studies, other research areas covered 
include acute and chronic toxicity, biomedical analysis, and development of scientific 
and technical information data bases, 

SPECIAL SCOPE FEATUBES: The CPSC maintains for the purposes of technical information on 
product safety a reference library and service (TIPS) which maintains information on 
specific subject areas such as aluminum wiring, flammable products, combustible 
liquids, etc- 

STAFF SUBJECT SPECIALISTS: 

Name Tel* No, and Ext- ( x) 

Early, R~d” ’ *** information Retrieval" ” ~ (3 oT) 49.2^6463 

Rashid, K* R, Product safety; Consumer Protection (301)492-6534 

STAFF: Full-time - professional 500, nonprofessional 300, total 800; part-time - 
professional 0, nonprofessional 0, total 0, 

IKTESNAL PUBLICATIOHS; Handbooks/manuais; technical reports; nevrtilet ters/trade 
literature; conference papers; reference lists/bibliographies; standards and 
specifications, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliogcaphles; standards and specifications; graphics/tables; statistical 
compilations; films and slides; total number of titles 3,000* 
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|. ASHBI Ho- S75Q0043 1 

CQNSUKER PRODUCi: SAFBOJT COMHISSIOH (CPSC) 

DATA BAMK BESODBCES? 

Kame or Description of contents Range Of Years Ho, of 

Acronym Records 

Chemical Chew leal Hames — 10,000 ; 

Abstract 
Number Data 
Bas e 

Poison Safety Packaging ~ 315 

Prev^ention 
Packagin^^ Data 
Base 

NEXS5 (National Injury Information 
Electronic 
Injury 

Surveillance 

system) 

BEFERBHCE AHD QUEBY SEHV1CES5 Questions answered individually; selective dissemination of 
information; analytical studies; advisory and consulting services; referrals- 

OTUEB SERVICES: On-site use of collection; courses/workshops- 

PRIHARY SOURCE DOCUHENTS AVAILABLE OH BEQUEST: Bard copy- 

DSEE QOALXFXCATXOKS:; General technology cosmunity-* 

USER RESTRICTIOHS3 Hone- 

PRICXHG AND SERVICES CHARGES: All services free to qualified users- 
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ASBDI Ho, S7500044 


COSttODTHE 

ADDEESS: 2920 Columbia St^ 

Torrance, CA 
90509 

TELEPHOHE: £213) 320“5650 

DIBECTOEi DoHdell, 

PAEEHT“SPOUSOR"flOST AFFILIATION^ Cordon International Corporation 

YEAH INFORMATION SODSCE BEGAN: 1958 

MISSION: Cosmodyne is the major energy processing, handling and storage system 
engineering and manufacturing division of Cordon International Corporation. 

SOBJECT SCOPE; Cryogenic safety; Nuclear safety; Aerospace technology; Fuel systems. 

MAJOR SMBJECT TERMS: Aerospace engineering; Cryogenic fluid safety; Reactor safety; 
Liguified gases; Nit gen; Nuclear power plants; Test equipment; Ground support 
systems; Oxygen; Hydrogen. 

RESEABCH AND DEFELOPAEKT ACTIVITIES; Research and development projects are in LHG 
processing, transfer and storage, nuclear waste removal, decontamination and gas 
treatment systems and aircraft and aerospace fuel systems. 

SPECIAL SCOPE FEATURES; Cosmodyne has provided equipment to the ground support and 
aerospace industries since 1958. The company has manufactured storage tanks, 
centrifugal pumps, positive displacement pumps, vaporizers, and instrumentation 
equipment for all types of cryogenic liquids, such as liquid oxygen, liquid nitrogen, 
liquid hydrogen, etc. Since 1970 Cosmodyne has manufactured specialized systems for the 
removal and reduction of radioactive content of nuclear power plant gas streaos- 

STAFF SUBJECT SPECIALISTS; 

Name S ubj ect Spec ialt y 

Growl, H. Cryogenic Fluid Safety 

Rowe, H- Cryogenic Fluid Safety 

Stockinger, S. Reactor Safety 

Khandar, H* ft. Reactor Safety 
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ASEDI Ho* S7500045 


CEAHE PACKX86 COHPAHT 

ADDBESSi 6400 Oakton Street 
Horton Grove, IL 
60053 


TELEPHOHES (312) 967-2400 

DXBECTOB:; Zobens, A.* 

SUBJECT SCOPE: Mechanical shaft seals; Packings* 

MAJOR SUBJECT TERMS: Hydraulics; Haterials tests; Materials; Bubber; Mechanical 
engineering. 

RESEARCH AHD BEVELOPHEHT ACTIVITIES: Research and development efforts concentrate on 
product development and testing and outside development contracts and contract testing- 

SPECXAL SCOPE FEATURES: The specialty of Crane Packing is dynamic sealing devices* Carbon 
and graphite are used in the nechanical shaft seals* Besides aechanical shaft seals, 
the product line includes oil (lip) seals, shaft packings, lapping taachines, PTFE stock 
shapes and custom tnolded/machined parts* 


STAFF SUBJECT SPECIALISTS: 


Ham e 

Dziedzic, J* 
Pceimanis, I* 
Johnson, L* 
Tsou, n. M* 
Hisnievski, F* 
Ashworth, M* 


Subject Spec ia lt y 

Tests 

Materials; Chemistry 
Rubber; Chemistry 
Rubber; chemistry 
Chemistry 

Information Retrieval 


Tel. Ho* and Ext, f r ) 

(312)967-2400 

(312)967-2400 

(312)967-2400 

(312)967-2400 

(312)967-2400 

(312)967-2400 


STAFF; Full-time - professional 24, nonprofessional 8, total 32; part-time - professional 
3, nonprofessional 0, total 3* 


^UTEBHAL PUBLICATXOI5: Technical reports; standards and specifications; bulletins; 
brochures* 


H0LDIH6S: Books; abstracts/indeaces; reports and reprints; periodicals; standards and 
specifications* 

BEFEEEHCE AND QUBBY SERVICES: Questions answered individually* 


OTHER SERVICES: Interlibraty loans* 

PRIMARY SOURCE DOCDHERTS AVAILABLE ON BEQUEST: Hot available* 

USER QUALIFICATIONS: General technology community* 

USER RESTRICTIONS; None. 

PRICING AHD SERVICES CHARGES: Charge for some services to qualified users* 
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ASRDl No. S7500046 


CEAHSTOK RESEABCa IRC. {CEIJ 

ABDHE5S: 6060 Duke Street 
Alexandria, VA 
22304 

TBLEPaONE: {703)751-7323 
DIRECTOR: Cranston, G. f. 


TEAR INFORHATIOE SOURCE BEGAN: 1970 

HXSSXON: Tne Corporation was formed to apply System Safety Engineering Techniques from 
the aerospace industry to other segments of our society in response to the current 
emphasis on accident prevention in all walks of life. 

SUBJECT SCOPE: Safety analysis; Industrial safety manuals, codes, specifications, 
standards; Aircraft problems; space vehicle problems; Dangerous materials; Nuclear 
safety; Propellants, fuels, lubricants, hydraulic fluids safety; Safety engineering; 
Ordnance; Reliability. 

tlAOOR SUBJECT TERHS: Systems engineering; Bighway safety; Accident investigation t Safety 
equipment; Safety engineering; Safety analysis; safety regulations; Standards; 
Industrial safety; Fire resistant materials; Fire prevention; Safety engineering; 
Acoustics; Hazardous materials; Aircraft safety; Reactor safety; Aerospace engineering. 

RESEARCH AND DEVELOPHEHT ACTIVITIES: Study, analysis and design in the following areas: 
technical safety information, space safety, space accidents/incidents, risk management, 
and pump failures* 

SPECIAL SCOPE FEATURES: Capabilities and facilities include; comprehensive safety 

technical libraries; experience in devising and implementing safety programs including 
training and education; administrative services for professional societies; and safety 
engineering placement service. 


STAFF SUBJECT SPECIALISTS: 

S ub~[ect specialty Tel, _Ho * a n d gxt. jxj 

Cranston, G- F* Systems Engineering; Safety Analysis 770 3)"? 5 1-7323 

STAFF: Full-time - professional 6, nonprofessional 0, total 6; part-time - professional 
0, nonprofessional 0, total 0. 


INTERNAL PUBLICATIONS: Handbooks/manuals; indexes; technical reports; statistical 
compilations; newsletters/trade literature; conference papers; reference 
lis ts/nibiiogr a phies. 


HOLDINGS: Books; abstracts/indexes ; reports and reprints; periodicals; reference 
lists/Dibliographies; standards and specifications; graphics/tables; statistical 
compilations; total number of titles 3,000; range of years of total 1965-1975. 


DATA BANK RESOURCES: 
Name or 

Ac ronym 

Air 

Transportation 

Safety 

Highway Safety 
General Aviation 
Safety 

Acidents-Suicides 
Airport Safety 
Safety Training 
and Awareness 
Product Safety 
Systems Safety 
Safety Standards 
Industrial 
Safety 

Narine Safety 
Hazardous 
tlaterials 
Bicycle Safety 


Description of Contents 





Range of Years No. of 
Records 


1965-1975 

2,000 

1965-1975 

1,500 

1965-1975 

500 

1965-1975 

2,000 

1965-1975 

200 

1965-1975 

1,000 

1965-1975 

200 

1965-1975 

1,500 

1965-1975 

150 

1965-1975 

1,000 

1965-1975 

300 

1965-1975 

150 

1965-1975 

100 


SI 


f ASRDI no- S7500046 

CRAHSTOH RESEABCfl XHC- {CUT) 

RSFBHEHCE AHD QOERX SERVICBSs Retrospective searches; selective dissemination of 
iniormation; analytical studies; advisory and consulting services- 

OTHEH SERVICES: On— site use of collection; reproduction/publication services; 
courses/vorkshops; conferences/symposiums, 

PRIHARV SOURCE DOCUHENTS AVAILABLE OR REQUEST: Hard copy- 

USER QUALXFXCATXOHS: General technology comrannity; immediate staff or members; government 
contractors* 

USER RESTRICTXOHS: None, 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users; charge for 
user outside organisation; charge to all users for all services. 

DECEMBER 1975 



ASBDt HO. S7500047 


CBTOGBNIC COHSDLTAHTSr IMC, 

ADDBESS5 1t28 North Graham Street 
Allexitovn^ PA 
18103 

TELEPHONEi (215)439-0419 

DIBBCI^OR; Vandet Arend, P. C- 

YBAR XKFORHATIDH SOOfiCE BEGAN: 1965 

aiESXOli: To provide industry and the research community with engineering services in the 
field of low temperature technology* These services include conceptual design^ economic 
evaluations^ project tDanagement, safety reviews and studies, and process and equipment 
design-. 

SUBJECT SCOPE: cryogenic safety; Dangerous materials; Safety analysis; Industrial safety 
manuals, codes, specif ications, standards. 

HAJOB SUBJECT TEBBSs Safety engineering; Accident investigation; Safety analysis; Safety 
regulations; Safety procedures; Industrial safety; Safety equipment; Ground support 
systems; Cryogenic fluid safety; Hazardous roatetials; Systems engineering; Failure; 
Liquified gases. 

BBSEARCH AND DETELOPBEHT ACTIVITIES: Current projects Include superconductors, the 
transportation and the installation of cryogenic substances and systems and test 
concepts for cooling systems. 

STAFF SUBJECT SPECIALISTS: 

Name Subject Specialty an d Ext. ^k1 

Vender Arend, P. C- Liquid Hydrogen; Liquid Helium (215)439-0419 

Stoy, 3. I- Liquid Helium; Cryogenic Fluid Safety (215)439-0419 

West, J. E* Liquified Gases; Cryogenic Fluid (215)439-0419 

Safety 

STAFF: Full-time - professional 3, nonprofessional 4, total 7; part-time - professional 
0, nonprofessional 0, total 0. 

IHTEBHAL PUBLICATIONS: Technical reports. 

HOLDINGS: Books; reports and reprints; reference lists/bibliographies; standards and 
specifications. 

HEFEREHCE AND QUERY SERVICES: Questions answered Individually; state-of-the-art reviews; 
analytical studies; advisory and consulting services. 

OTHER SERVICES: Courses/ workshops; conferences/symposiuras. 

PRMAHY SOURCE DOCUKENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community. 

USEE RESTRIGTIONSS None. 

PRICING AND SERVICES charges: Charge to all users for all services. 

DECEKBER 1975 
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A5HDI No. S750004B 

CRYPTAHALYTIC CORPO^BH SCIEHCKS, IHC* (CCSI) 

&PDHESS: 499 cooper Landing Boad 
cherry Hillr BJ 
08034 

TELEPHONE: (609) 667-5626 

DtBECTOE: Waiter d. H. 

yCAB IHFOBHATION SOOBCB BEGAHS 1968 

HISSIOHr To provide private industry and federal agencies with new procedures with which 
to gain new and additional insights into the cause and effect relationships of various 
phenomena- 

SBBJECT SCOPES Hathematics and statistics; Energy storage; (Electrical) couponents; 

Information theory (coding); Biological and medical sciences; Reprography; Hechanics of 
structural failure; operations research. 

UAJOfi SUBJECT TERRS 5 Electric batteries; Power supplies; Hedicine; Physiology; 
Physiological hazards; Toxicity; Systems engineering; Reliability; Inforaation 
retrieval; Failure. 

BESBARCH ABB DE7EL0PHEHT ACTITITlBSs Research and Development in the areas of failure 
rate analysis, deterninistic statistics, automated vocabulary transformation, pattern 
detection and analysis, medical information systems and '»early warning" models in 
certain health areas. 

SPECIAL SCOPE FEATUHESs CCSI has developed information filing and retrieval systems in 
the areas of; engineering hardware, hazard and risk assessment, search systems and 
nicrof orms. 

(609) 667-5626 
(609)667-5626 
(609)667-5626 
(609)667-5626 
(609)667-5626 
(609)667-5626 
(609)667-5626 

STAFF: Full-time - professional 7, nonprofessional 0, total 7; part-time - professional 
0, nonprofessional 0, total 0. 

lUTERBAL PUBLICATXOVS: Handbooks/manuals; abstracts; technical reports; statistical 
compilations; graphics/tabular materials- 

HOLDIBGS: Books; reports and reprints; periodicals; films and slides. 

HEFEHEICE AMD QUBEf SEBVICBS; Questions answered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; analytical studies; 
advisory and consulting services; referrals. 

OTilEE SEHVICES; Coutses/workshops ; conferences/symposiums. 

PHIHAHy SOUHCB DOCURBSTS AVAILABLE OH BEQUEST: Hard copy. 

USES QUALIFXCATIOHS? General technology community; government contractors. 

USES EESTEXCTIOHS: Hone. 

PQICIHG AND SBHVXCBS CHAEGBSt Charge to all users for all services- 

DSCEttBER 1975 


STAFF SUBJECT SPBCZALISTSs 


,..Ha me 

Waits, J. H.. 
Fxschsr, J. Q. 
Latham, N- D. 
Hicks, 5. 
Epstein, S. D. 
Paul, J. E. 
Edner, P. G. 


Subject Specialty 

Hathematics 

Life Sciences; Hedicine 
Computer Systems Design 
Information Retrieval 
computer Systems Design 
Computer Programming 
Life Sciences 
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ASRDI No* S7500049 


DALTON BESBABCH CEKTEB {DBC) 

ADORESSs Universitv o£ Missouri 
Colusibia, NO 
65201 

TELEPHONE: (314) BQ2-7586 
DIRECTOR: Nusacchla, X* J. 

PAEENT-SPOHSOR-HOST AFFILIATION: Univ* of Missouri 
TEAR INFORMATION SOURCE BEGAN: 1962 

HISSIOH: To train graduate and post graduate students and to conduct interdisciplinary 
health related research* 

SUBJECT SCOPE: Biochemistry; Physiology; Radiobiology; Biological and medical sciences; 
Cryogenic safety. 

MAJOR SUBJECT TERHS: Physiology; Life sciences; Medicine; Cryogenic fluid safety. 

0 

RESEARCH AND DB7EL0PHBIIT ACTIVITIES: Promote training of research specialists in 
physiology, bioengineering, cryobiology, and cellular and molecular chemistry. 


STAFF SUBJECT SPECIALISTS: 

itaae Subj ect Specia lty Tal. Ho. a nd Ext, fx) 

Brown, 0. R. Medicine 7314) 882-6311 

Musacchia, X# J. Physiology (3 14) 882-'7586 

Devaney, H# J. Electronics; Medicine (314)882-6311 

South, F* E. Physiology (314)882-6311 

Volhert, W. A. Radiation; Medicine (314)882-6311 


STAFF: Full-time - professional 13^ non professional 43, total 56; part-time - 
professional 9, nonprofessional 3, total 12. 

HOLDINGS: Boohs; periodicals, 

REFERENCE AMD QUERY SERVICES; Questions answered individually. 

USER QUALIFICATIOKS; Staff or members of affiliated organizations. 

DECEMBER 1975 



A5HDI Ho. S7500050 


DOKB 0817. £7E CEHTBR 


ADDBESS^ Box 3B02 

Ducham^ HC 
27710 

TELEPHOHES {919)664-2032 
DIBECTOBS tfolbarsht, H. L« 

MISSION^ To study the effects of various types of non-^ioniziug radiation on the eye. 

SUBJECT SCOPE? Extraterrestrial! environmental hazards; Dangerous industrial radiation; 
Industrial safety manuals^ codes, specifications, standards, etc*; Optics; Hasers and 
lasers; Physiology; Safety aLalysis^ 

HAJOB SUBJECT TBHES: Physiology; Thermal radiation; Lasers; Aerospace medicine; 

Extraterrestrial environments; fiadiation; Industrial safety; Physiological hazards; 
Standards; safety regulations; Safety analysis; Eye (anatomy). 

BESEABCH A8D OEVELOPEEBT ACTIVITIES; Current studies concern the development of a glare 
sensitivity test for drivers; the development of standards for laser safety in relation 
to industrial usage; the mode of genesis of cataracts from ultraviolet and infrared 
radiation, especially laser sources; and the mechaniss of loss of visual sensitivity 
ftom intense visible light sources as related to their wavelength. 

STAFF SUBJECT SPECIALISTS? 

MSS—. ; Su.b _iect _Specialty, ^Te l. Ko. and .Ext.j x) 

wolbarsht”H”u HedicineT Eye~Anatooy) (919)684-2032 

STAFF; Full-time - professional 5, nonprofessionai 2, total 7; part-time - professional 
7, nonprofessionai 2, total 9* 

HOLDIHGS? Books; reports and reprints; standards and specifications. 

BEFEBEirCE AHD QUEBT SEBVICE5: Questions answered individually. 

PHIBABI SOUBCB DOCDEERTS AVAILABLE OH REQUEST; Hard copy not all available* 

USES QOALXFICATIOHS: Ad hoc permission* 

USES BESTBXCTI08S? Hone. 

PBICXHG AHD SBHVICES CEABGES: Charge for some services to qualified users* 
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ASRDI Ho, S7500051 


H&HTH BE50DBCE5 OBSERVATION STSTENS DATA CENTER (ERGS) 

ADDRESS: 

Siouic Falls^ SD 
57198 

TELEPHOKEl (805)594*6511 

DIRECTORS Watkins, A. H. 

PABBNT-SPONSOB-HOST AFFILIATION: Department of the Interior 

YEAR INFORHATION SOURCE BEGAN: 1971 

MISSION: To receive, catalog, store, duplicate, and distribute aircraft and spacecraft 
remote sensor data obtained from the Department of the Interior, NASA, and any other 
sources; to provide training and assistance in the application of remote sensor data to 
resources and land use problesm; to conduct research in the extraction of information 
from data and in the interpretation of data for natural resources and land use 
investigations; and to maintain a library of remote sensing publications, 

SUBJECT SCOPE: Earth sciences and oceanography; Reprography; Infrared and ultraviolet 
detection; Optical detection; Padar detection; Spacecraft; Miscellaneous detection, 

MAJOR SUBJECT TERMS: Detectors; Electromagnetic radiation; Thermal radiation; Microwaves; 
Spacecraft; Earth sciences; Environments; Mining; Oceanography; Telecommunications; 
Nondestructive evaluation, 

RESEARCH AND DEVELOPMENT ACTITITIESs Transfer of technology regarding the applications of 
remote sensing data to a widening scope of natural resource and environmental problems; 
digital classification and analysis of remotely sensed data* 

SPECIAL SCOPE FEATURES: The data center reproduces and distributes as sale items copies 
of imagery, photography, electronic data, and computer products collected by various 
organizations. Data acquisitions from the following sources are included: Earth 
Resources Technology satellite (EFTS) , the Earth Resources Experiment package (EBEP) of 
Skylab, and NASA's Aircraft Program, The Center also houses photographic laboratories 
and attendance facilities related to data production, 

STAFF SUBJECT SPECIALISTS: 

Name Subject Specia lty Tel. Ho . a nd Ext, (x) , 

pettinger, L, Information Retrieval (605) 5 9 4-6 5^1 ^ext 133 

STAFF: Full-time - professional 90, nonprofessional 260, total 350; part-time - 
professional 0, nonpcofessional 0, total 0, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; films and slides; 
total number of titles 10,000, 

DATA BANK RESOURCES: 

Name or Description of contents Range of Years 

Acronym 

Landsat Imagery & electronic data acquired by 

the Landsat satellites 

Apollo-Geraini 
photography 
Skylab imagery 
and 

photography 
NASA Research 
Aircraft 
Imagery 
ESDI Aerial 
Mapping 
Photography 


No, of 
gecQgds 

700.000 frames 

6.000 frames 

34.000 frames 

1.900.000 frames 

3.740.000 frames 


57 


ASBDI HO- S7500051 j 


EARTH RESOURCES OBSEBVATXOH StSTEflS DATA CEKTEB [EROS) 

REEBRSHCE AND QUERT SERVICES: Questions answered individually; analytical studies; 

advisory and consulting services; scientific or statistical data retrieval/coiapilation- 

OTHER SERVICES: On-site use of collection; interlibrary loans; reproduct ion/publication 
services photographic products; digital tape data; courses/workshops- 

PSIEARV SOURCE DOCUHEHTS AVAILABLE OR REQUEST: Hard copy; microfilm copy; microfiche 
copy. 

' USER QUALIFICATIOKS: General technology community- 
USER RBSTRICTIOHS: None- 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 


DECEHBER 1975 


hSmX NO^ S7500052 


EiSTEBH ENTIROHajEHTAL RADIATXOK FACILIOT (EBBFJ 

ADDRESS: PO Box 3009 

Montgomery, AL 
36109 

TELEPHONBi (205)272-3402 

DIRECTOR^ Porter, C, 

PABEKT-SPONSOR-'HOST APFILIATXOHr Environmental Protection Agency 

YEAR INFOSHATIOH SOURCE BEGAH; 1970 

HISSX08; To providei laboratory capability for evaluation and assessment of radiation 
sources through environmental studies and surveillance and analysis; technical 
assistance to the State and local health departments in their radiological health 
programs; and special Laboratory support for BPA regional Offices and other Federal 
Government agencies as requested, 

SUBJECT SCOPE; Nuclear safety; Laboratories, test facilities and test equipaent; Nuclear 
science and technology; Isotopes; Radioactive wastes and fission products; 

Radioactivity, 

HAJOR SUBJECT TERMS; Detectors; Nuclear physics; Nuclear radiation; Nuclear energy; 
Radioactive wastes; Nuclear power plants; Warning systems; Electromagnetic radiation; 
Ionizing radiation, 

STAFF SUBJECT SPECIALISTS; 

I Wume Subje ct Specialty Tel^ Ext ^ fx) 

Porter, C, R- Nuclear Physics (205)272-3402" 

staff: Full-time - professional 34, nonprpfessional 16, total 50; part-time - 
professxonal 0, nonprofessional 0, total 0, 

liTEBHAL PUBLICATIONS; Abstracts; technical reports; statistical compilations; 
newsietters/trade literature; reference lists/bibliographies; standards and 
specifications; graphics/tabular materials, 

HOLDINGS; Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations, 

REFERENCE AUB QUBHY SERFICES; Analytical studies; advisory and consulting services; 
referrals, 

USER QUALIFICATIONS; Staff or members of affiliated organizations; government employees; 
government contractors. 

USER RESTRICTIONS': Hone, 

PRICING AND SERVICES CHARGES; Charge to all users for all services, 

DECEMBER 1975 



&SBDI NO 


S7500053 


ELECOjROMlC PROPERTIES INFORHWIOH CENTER (BPICJ 

&DDRBSSS Center for Information and Numerical Data ^naljsis and Synthesis 
Purdue University 
2595 y°ager Road 
West Lafayette^ IN 
47906 


^TELEPHOHB: <317)463-1581 
DIHBCTOHi Touloukian, y* S^ 

PAHEHT’-SPONSOR-EOST AFFILIATIOH 5 Purdue Univ-*; Department of Defense; Department of 
Commerce 


TEAR INFOEHATION SOURCE BEGAHs 1961 at Hughes Aircraft Company and transferred to Purdue 
University in June 1973. 

UISSION: TO become a world center for research and the collection, analysis, correlation 
and dissemination of electronic, electrical, magnetic, and optical properties 
information; and to promote a better understanding of this subject in education, 
science, and industry, 

SUBJECT SCOPE: Inorganic chemistry; Ceramics, refractories and glass; composite 
materials; Coatings, colorants and finishes; Metals; Plastics; Electricity and 
magnetism; optics; Solid state physics; Crystallography. 

MAJOR SUBJECT TEBHSs Electromagnetic radiation; Magnetic properties; Materials; Glass; 
Ceramics; Plastics; Physical properties; Electricity; Electronics* 

RESEARCH AHD DEVELOPflEHT ACTIVITIES: Theoretical and Analytic research is performed. The 
associated Property Research Laboratory performs experimental research. 


STAFF SUBJECT SPECIALISTS: 




Xouloukian, Y- S. 
Ho, C* Y. 

James, H. M. 

Li, H. H. 

Chi, T. C. 

H a t ul a , R. A. 
Shafer, w. H- 
Chaney, J, F. 
Koutoujian, H. K. 
Phillips, J, 


Subj ect Sp ecialty 

Physical Properties; Thermodynamics 

physical properties 

Physics 

Physical Properties 
Physical properties 
Physical Properties 
Physics; Information Retrieval 
Physics; Information Retrieval 
Information Retrieval 
computer Programming 


Tel * H o . and Ext* ( x) 
1317)463-1501 
(317)463-1501 
(317) 463-1581 
(317) 463-15B1 
{317)463-1581 
(317)463-1501 
(317)463-1581 
(317)463-1581 
(317)463-1581 
(317) 463-1581 


STAFF; Full-tiirie - professional 5, nonprofessional 4, total 9; part-time - professional 
5, non professional 1, total 6. 

lETEHHAt PUBLICATIONS: Books; handbooJcs/aanuals; technical reports; statistical 

compilations; newsletters/trade literature; graphics/tabular materials; magnetic tape 
bibliographic data. 


HOLDINGS: Abstracts/indexes; reports and reprints; total number of titles 70,000; range 
of years of total 1875-present. 


DATA BANK BBSaURCES; 

Name or Description of Contents 

Acronym ' . 

« Materials Directory and Synonyms 
Technical coding by properties 
Bibliographic Citations 
Author Index 


Range of Years 


1074-present 

1074-present 

1874-present 

1874-present 


Ho. of 
R ecords 
10,000 
60,000 
60,000 
70,000 


ASRDZ No. S7500053 


ELECTRONIC EROEBRTIES IHFOBaATZOK CENTER (EPIC) 

EEPEEEHCE AND QNEBT SEETICBS: Questions answered individually; retrospective searches; 
state-of-the-art reviews; analytical studies; advisory and consulting services; 
scientific or statistical data retrieval/conpilation; translations. 

OTHER SERVICES: Interlibrary loans; reproduction/publicatiou services; coucses/worlcshops; 
conferencss/synposiums. 

FBIH&RY SOQBCE DOCHKEHTS AVAILABLE ON BSQDESTs Hard copy. 
aSER QUALIFICATIONS^ General technology cotnounity. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 

DECEHBEE 1975 
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aSRDI No. S7500054 


EHVIBONHENTAL PBOTECTIOH AGEHCTi, OFFICE OF BIDIITIOM PROGB&HS (OBP) 

ADDEESS3 401 H Street, S.tf. 

East Tower, Room 611 
Washington, DC 
20460 

TBLEPHOHE5 (202) 755-4894 

DIRECTOR: Rower 

YEAR IHPORliiTIOH SOURCE BEGINS 1970 

NXSSXONs Responsible for the development and enforcement of standards for protection of 
the public health and the quality of the environment from the adverse effects of both 
ionizing and nonionizing radiation exposure; the creation of technical assistance and 
manpower training programs; research and assessment of new activities proposed by 
Federal agencies and Federally controlled agencies. . 

SUBJECT SCOPE: Nuclear safety; Radiobiology; Radioactive wastes and fission products; 
Radioactivity; Nuclear propulsion; Isotopes. 

RAJOH SUBJECT TERMS: Physiological hazards; Protective equipment; Ionizing radiation; 
X-rays; Radioactive isotopes; Radioactive wastes; Radioactive spills; Nuclear 
radiation; Reactor safety; Nuclear power plants; Safety regulations; Safety procedures; 
Inspection; Shielding; Environments; Air pollution; Radiation; Information retrieval- 

RESEAECH AND DEVEIOPflEHT ACTIVITIES; Develop and evaluate radiation protection proposals, 
recommendations, criteria and standards designed to protect the environment, the 
general public, and people who may be occupationally exposed. It must also assess all 
new federally sponsored or regulated activities and all industrial and commercial 
products or processes that may result in additional radiation exposure. 

SPECIAL SCOPE FEATURES; The Office is also responsible for providing technical assistance 
to States and other agencies having radiation protection requirements, establishing and 
directing a national surveillance program for measuring radiation levels in the 
environment, evaluating and assessing the impact of new and developing radiation 
technology on man and the environment and assisting in the training of personnel for 
radiation protection programs. 

STAFF SUBJECT SPECIALISTS; 

; ; Subject S p ecialty . . E§is R o - a^ nd Ext « (x) 

Martin, J* Radiation (202) 755-4871 

Sibbison, J. Information Retrieval {202)755-0344 

STAFF; Full-time - professional 50, nonprofessional .50, total 100; part-time - 
professional 0, nonprofessional 0, total 0. 

XHTEBHAL PUBLICATIONS; Handbooks/manuals; technical reports; periodicals/journals; 
newsletters/trade literature; standards and specifications. 

REFERENCE AND QUERT SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrie val/compilation- 

OTHEE SERVICES: Courses/ workshops ; conferences/symposiuns. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST; Hard copy. 

USER QUALIFICATIONS; General technology community. 

USER RESTRICTIONS; None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users. 
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ASRDI NO- S75000?>5 


FEDERAL AVIATION ADHIHISTfiATIOH, OFFICE OF ATIATIOH HEDICINE 

AODEE3S; Federal Aviation Administration 
800 Independence Ave- S*H. 

Nashington^ DC 
20591 

TELEPHONE: (202) 426-3535 
director: Reighard^ H- H.D. 

lEAR INPOaHATIOH SOURCE BEGAN: 1926 

HISSXQH: To provide medical certification of civil airmen and conduct air safety medical 
research- 

SUBJECT SCOPE: Clinical medicine; Escape, rescue and survival; Laboratories, test 
facilities and test equipment; Research; protective eguipmant; Bioengineering; 
Han-machine hazards. 

AAJOB SUBJECT TERMS: Hedlcine; Physiology; Human factors engineering; Protective 

equipment; Survival; Extrate rrestrial environments; Aircraft safety; Escape systems; Air 
traffic control; civil aviation; Fabrication; structural engineering; Structural 
materials; Aerospace medicine- 

RESEARCH AND DEVELOPMENT ACTIVITIES: Contract H&D medical research and progran guidance 
to in-house medical research. 

SPECIAL SCOPE FEATURES: TAe Office of Aviation Medicine specifically concentrates on 

safety aspects of flight, including pilot certification from the medical standpoint and 
crash survivability for aircraft occupants. The research covers physical standards for 
airmen, protection and survival of occupants in aircraft from crash forces and also 
inflight environmental extremes. In addition, the research covers bioengineering 
aspects of man machine interrelationships. Research on air traffic controller health is 
also a major consideration. 

STAFF SUBJECT SPECIALISTS: 

Sub ject ^S p ecialty Te l. N o . and Ext, 

fleighard, H. L. Medicine; Aerospace Medicine (202)426-3535 

Haynes, H* Psychiatry (202)426-3535 

Packull, B. psychiatry (202) 426-3535 

STAFF: Full-time - professional 16, nonprofessional 35, total 51; part-time - 
professional 0, nonprofessional 0, total 0. 

INTERNAL PUBLICATIONS: Books; abstracts; technical reports; ne vsletters/trade literature; 
reference lists/bibliographies- 

H0LDIN6S: Books; abstracts/indexes; reference lists/bibliographies. 

DATA BANK RESOURCES: 

Name or Description of Contents 

Acronym 

Civil Airmen Health of Civil Airmen 
Data Storage 

HEFEHENCE AND QUEBI SERVICES: Questions answered individually; advisory and consulting 
services; referrals. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OS REQUEST: Not available. 

USER QUALIFICATIONS: General technology community. 

USER HESTarCTXOHSs None. 

PRICING AND SERVICES CHARGES: Charge for some services to gualified users- 

DECEMBER 1975 
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ASSDI No. S7500056 


FEDERAL HIGaWAT ADMIHISTfiATlOB 

ADDRESS^ 

Washington, DC 
20590 


telephones {703) 557--5257 
DIRECTOR: Scheffey, C. F. 

PAEENT'^SFONSOa-HOST AFFILIATION: Department of Transportation 
YEAR XHFQRHATIOH SODBCE BEGAN: 1970 


NISSXON: To provide leadership and programs for developing a highway transportation 
system that effectively satisfies national, regional, and local needs. This nisslon 
involves not only finding solutions to unresolved Issues associated with present day 
highway technology, but also includes developing the technology base from which future 
highway systems can be built or obtained from modifications to eristing systems, which 
are safer, more efficient, and less costly. Always a continuing concern is enhanced 
compatibility with the social and environmental goals of society and improved balance 
with other modes of transportation^ 

SUBJECT SCOPE: Safety analysis. 

HAJOB SUBJECT TEHHS: Highway safety; Vehicles (land); Safety analysis; Transportation; 
Accident prevention. 

RESEARCH AND DEVELOPHENT ACTIVITIES: The Office of Research conducts research programs in 
search ::or new techniques and products related to highway technology, while the Office 
of Development conducts the development and implementation activities needed to 
disseminate new techniques and products to the highway profession. 

SPECXAL SCOPE FEATURES: The safety program is concerned with reducing the frequency and 
severity of accidents associated with skidding and loss of vehicle control, 
particularly on wet pavements. It is directed toward improvements in the construction 
and maintenance of skid resistant pavement surfaces; detection of sites which have a 
hign potential for skidding; determining means for alerting vehicle operators to 
hazardous conditions; and the development of procedures, equipment and facilities for 
standardizing skid measurements. 


STAFF SUBJECT SPECIALISTS: 




Balmer, G. G. 

Hegmon, H. H. 
Niessner, C. W. 
Pilkington, II, G. B. 
Rice, J. U. 

Smith, R. W« 


Subje ct specia lty 

Highway Safety 
Kechanieal Engineering 
Highway Safety 
Highway Safety 
Highway Safety 
Highway Safety 


INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports. 


Tel. No. and Ext. (xj 
"(701)" 5 57- 527 5* 
(703)557-5275 
(202) 426-9217 
(202) 426-9710 
(703) 557-5211 
(70 3)557-5211 


HOLDINGS: Books; abstrarts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides- 


USSR QUALIFICATIONS: General technology community; staff or members of affiliated 
organizations; government employees; government contractors- 


USEB HESTfilCTIOHS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 


DECEMBER 1975 
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aSPDI RO. S7500057 


FOOD &N0 DR06 &DHIHXSTRATXOH, POISOH CORt&OL PB06RAH 

ADDRESS^ Food and Drug ft dministrat ion 
5401 Hestbard Avenue 
Bethesda, MD 
20016 

tELEFHOKE: (301)496-7691 

DIRECTOR: Crotty, J. J- 

YEAR IHFOHttATIOH SOORCB BRGAKs 1957 

HI55I0H: To supply poison control centers with information on the potential hazards, 
symptoms, and treatment of ingestion of common chemical products, 

SUBJECT SCOPE: Dangerous materials; Toxicology, 

ilAJOR SUBJECT TEBHS: Consumer protection; Toxicity; Hazardous materials; Chemical 
hazards; Information retrieval; accidents. 

RESEARCH AHD DEVELOPBEHT ACTIVITIES: The program obtains information from Industry, 
journals, textbooASi, and other sources on formulation, toxicity symptomatology and 
treatment of household products and medicine for use in case of accidental poisoning. 
Evaluation and selective dissemination of this material is also within the scope of the 
program, 

SPECIAL SCOPE FEATOBES: The centers provide for the medical profession, on a 24-hour 
basis, information concerning the prevention and treatment of accidents involving 
ingestion of poisonous and potentially poisonous substances, 

STAFF SUBJECT SPECIALISTS: 

s ubj e ct Sp eci al ty Tel. Ho._and Ext, fx) 

Verhulst, H, L, Poison Control *(30 17496-7691' 

STAFF: Full-time - professional 6, nonprofessional 7, total 13; part-time - professional 
0, nonproiessional 0, total 0, 

XHTERNAL PUBLICATIONS: Newsletters/trade literature; reference lists/bibliographies. 

HOLDINGS: Haports and reprints; standards and specifications, 

REFERENCE AND QDEHT SERVICES: Questions answered individually; selective dissemination of 
information; analytical studies; referrals; scientific or statistical data 
retrieval/compilation. 

OTHER SERVICES: Interlibrary loans. 

PSIHAEY SOURCE DOCOHENTS AVAILABLE OH REQUEST: Hard copy, 

DSER QUALIFICATIONS: Staff or members of affiliated organizations. 

USER RESTRICTlOHSs Hone, 

PEXCXNG AHD SERVICES CHARGES: .11 services free to qualified users, 
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FOHBST FIRE INPOBHATIOH PBOJBCT (FIBEBASB) 

ADDRESS; Northern Forest Fire Laboratory 
Drawer G 
Nissoula, HT 
59301 

TELEPROKE; (406) 329-3501 
^ DIBBCTOE; Tdylotr A- R. 

PABEHT-SPOKSOH’-NaST AFPILIATIOH; Department of Agriculture Forest Service 

lEAR XHFORHATIOH SOOBCE BEGAN; 1975 

MISSION: To provide land managers, fire scientists, and interested laymen with up-to-date 
digests of published and unpublished documents relating to wildland fire management and 
effects. 

SUBJECT SCOPE; Fire, explosion and detonations; Wood and paper products; Environmental 
biology. 

HAJOE SUBJECT TERHS: Fire prevention; Fires; Fire fighting; Fire extinguishing agents; 

Fire hazards; Environments; Personnel development; Fire fighting eguipnent; Forest fires- 

SPECIAL SCOPE FEATURES; The Firebase data base specializes in wildlife fire information, 
both published and unpublished, including forest, range, shrubland and grassland fire 
but does not specialize in structural or chemical fire information except as it relates 
to wildlife fire- Some structural fire information relating to the wildlife-suburban 
interface is included. The firebase data base does specialize in fire and forest-range 
fuel fundamental combustion, pyrolysis and ignition characteristics. 

STAFF SUBJECT SPECIALISTS; 

Name Sub-ject Specialt y Te l- _Nq. ^and Ex t, ix ) 

Taylor, A. R- Forest Fires; Information Retrieval (406)329-3501 

STAFF; Full-time professional 3^ nonprofessional 2, total 5; part-time - professional 
0, non professional 0 , total 0. 

IBTERNAL PUBLICATIONS; Indexes; newsletters/trad© literature; reference 
lists/bibliographies* 

HOLDINGS; Abstracts/indexes; total number of titles 3, 100; range of years of total 1910. 

DATA BANK BESOUECESS 

Name or Description of Contents Range of Years No. of 

Ac ron ym Reco rds ,, 

FIREBASE ^ Forests Fire Digests 1910 3,500 

REFERENCE AND QUERY SERVICES; Retrospective searches. 

PRIHARY SOURCE DOCUHEBTS AVAILABLE ON BEQUEST; Microfiche copy (some). 

USER QUALiFICATIOHS; General technology community. 

USER RESTRICTIONS; None. 

PRICING AND SERVICES CHARGES; Charge to all users for all services. 
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FRaHKLIH-HAHHEfl&HB IHST- {FRI| 

ADDRESS: Schaff Building 
1505 Race Street 
Philadelphia, PA 
19102 

TELEPHOHE: (215) 448-8656 

DIRECTOR: Herrick, R* 

PABEHT-$POHSOR-HOST AFFXLXATIOH; Franklin Institute; Hahneaann rtedical College £ Hosp-; 
Health Service Plan of Pennsylvania 

YEAR IHFORHAMOH SOHRCE BEGAK5 1973 

HZS5X0H: The FHI Was created to evaluate, maintain and monitor the potential hazards of 
materials and processes, and the safety of workers in an industrial environment- it is 
also committed to the design and implementation of safety programs and efficient health 
care delivery in industry with emphasis on preventive medicine- 

SUBJECT SCOPE: Han-machine hazards; operations research; Safety analysis; Hygiene and 
sanitation; Biological and medical sciences; Behavioral and social sciences- 

HAJOR SUBJECT TERMS: Industrial hygiene; Industrial safety; Environments; Safety 

enyinaering; Hazardous materials; Physiological hazards; Information retrieval; Safety 
analysis; Human factors engineering; Physiology- 

SPECXAZk SCOPE PEATQBESt Ability to provide facilities for research and development in the 
following areas: management, information, continuing education and engineering- 
consultation services in all aspects of occupational health- 

STAFF SUBJECT SPECIALISTS: 

Su bject S p ecialt y 

Hetrick, R- R, Medicine 

Wendt, F* W- Life Sciences 

Spencer, H- H- Orthopedics 

' REFEEEHCE AHD QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation- 

OTflBR SERVICES: Conf erences /symposiums- 

USER QUALIFICATXOH5: General technology community; government contractors. 

USER RESTRICTIOHS: Hone. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users- 
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GAHBELL BESEABCH FOOXDATIOH 

ADDRESS: 1714 Lake Street 
San Francisco, C& 

94121 

TELBPHQBB: (415) 752-0871 
director: Garbell, M. A. 

PAEEHT'SPOHSOH-HOST AFFILIATIOH: Consultants, Inc. 

YEAR IHFORflATION SOURCE BEGAH: 1948 

RIS5XOH: To furnish the OS Government, the aerospace Industry, other public bodies, and 
the general public, with technical information, conclusions and recommendations on 
aeronautical safety problems. To identify areas where safety problems, technological 
and operational uncertainties, and regulatory deficiencies exist, relative to the 
operation of aircraft and airports, land-use restrictions in areas adjacent to 
airports, and to initiate research programs both in-house and under contract in these 
pronlem areas. 

5QBJECT SCOPE: Aircraft problems; Air facilities; Heteorology; Aeronautics; Aircraft 
flight instrumentation; Safety engineering; Thermodynamics; Safety analysis; Acoustics. 

RAJOB SUBJECT TERB5: Accident investigation; Safety engineering; Safety analysis; Safety 
procedures; Safety equipment; Detectors; Acoustics; Acceleration ; Thermodynamics; 
flight control: Flight instruments; Flight paths; Meteorology; Human factors 
engineering; Aircraft safety; Aircraft problems; Civil aviation; Aeronautics; Airports- 

RESEARCH ARD DBVELOPBBHT ACTIVITIES: Saf t.'ty-rela ted research and studies performed in San 

Francisco offices, and in-flight evaluations with the co-operation of major j 

tr unk-airlins and intra-State airlines operators. Technical staff provides consultative ] 

assistance to cities, county airport land use commisions, and developers throughout the | 

United States in matters of safety-compatible operation and land-use planning. | 

SPECIAL SCOPE FEATURES: Principal expertise is in the combined fields of aerodynamics, 
aeronautical engineering, aircraft performance engineering, meteorology and noise 
aspects which relate to aircraft safety and the safety on land uses near airports. 

Leading exponent in safety evaluation of the aerodynamic and pilot-technique aspects of 
major aircraft accidents. 

STAFF SUBJECT SPECIALISTS: 

S ubject Specialty Tel. Ho . a nd E xt, fx ) 

Garbell, H. A- Aerospace Engineering (415)752-0871 

STAFF: Full-time - professional 2, nonprofessional 1, total 3; part-time - professional 
1, non professional 4, total 5. 

IHTERHAL PUBLICATIOHS: Technical reports. ■ 

HOLDIHGS: Books; reports and reprints; periodxcals; standards and specifications; total 
number of titles over 6,000. 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation; translations. 

PHIHARY SOURCE DOCUHEKTS AVAILABLE ON BEQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; government employees; government 
contractors. 

USER RESTRICTIONS: Hone; federal security clearance (classified material). 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. | 
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GBHEBAI. ELECTRIC CO., HIGH VOLTAGE LABOHATORY (HVL) 

ADDRESS: 100 Woodlawu Avenue 
Pittsfield, HA 
01201 

TELEPHOHE5 (413)494-3575 

DIRECTOR: Plumer, A. 

HI5SI0H: The High Voltage Laboratory supports both industry's and government's 

development of pover transmission equipment by conducting research in the fields of 
natural lightning, high voltage and high current phenomena. The Environmental 
Electromagnetics Unit, formed ia 1972, applies lightning research and effects and 
related high voltage and high current pulse technology including nuclear 
electromagnetic pulse effects to the needs of government and industry. 

SUBJECT SCOPE: Safety analysis; Aircraft; Atmospheric physics; (Electrical) components; 
Electronic and elactrical engineering; (Electrical) subsystems; Safety engineering; 
Laboratories, test facilities and test equipment; Electricity and magnetism. 

HAJOB SUBJECT TERMS: Safety engineering; Safety equipment; Shielding; safety analysis; 
Safety procedures; Industrial safety; Range safety; Safety engineering; Electricity; 
pnysicdl properties; Lightning; Atmospheres; Aircraft safety; Fabrication; Aerospace 
engineering- 

BESEARCEI ABD DEVELOPHEMT ACTIVITIES: Lightning protection, lightning instrumentation, 
evaluation of lightning protection systems, nuclear electromagnetic pulse protection 
design, and the effects of high intensity electrical currents are the areas of current 
research- 

SPECIAL SCOPE FEATURES: Laboratory capabilities include the following: Laboratory 

simulation of the natural effects of lightning, man-made transients, static electricity 
and hEHP; Analytical studies by analog or dital modeling techniques where laboratory 
evaluations are impractical or uneconomical; field measurements of natural phenomena. 


Tel. _Hg.^and Ext^Jxi 
1413)494-3575 
(413)494-4300 
(413)494-3531 
(413)494-3531 
(413)494-3531 

STAFF: Full-time - professional 26, nonprofessional 4, total 30; part-time - professional 
0, nonprofessional 0, total 0. 

IHTERNAL PDBLICATIQHS: Handbooks/manuals; statistical compilations; newsletters/trade 
literature; conference papers; standards and specifications, 

BEPEBEHCB AMD QUERY SERVICES: Selective dissemination of information; analytical studies; 
advisory and consulting services; scientific or statistical data r etrieval/compilation- 

PRIMARY SOURCE DOCOHEHTS AVAILABLE OH REQUEST: Hard copy- 

USER QDALIFXCATIOHS: General technology community; government contractors, 

USER RESTRICTIONS: Indus trial/corporate security clearance. 

PRICING AHD SERVICES CHARGES: Charge to all users for all services. 
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STAFF SUBJECT SPECIAtlSISs 

subject Specialty 

Plumer, A. J. Lightning 

Fisher, F* A. Electromagnetism 

Crouch, K. E- Nuclear Physics 

Maxwell, K. J. Physics 

Walko, L. C. Lightning 
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ASBDI Ho« S7500062 


GEOHCSB HASHIHGTOI OBI?., SCHOOL OP BNGIKBBRXHG A8D APPLIBD 5CIEICE 

ADDBESS: School of Engineering and Applied Science 
The George Washington University 
Washington, DC 
20052 

TELEPHONED (202) 676-6106 
' DIEBCTORd Mansfield, J* E, 

lEAB IHFOHMATIOH SOURCE BEGAKs 1969 

HISSXOHs TO enhance the competence of practicing engineers through state-of-the-art 
information in such fields as mathematical methods in decision-making or modelling. 

SUBJECT SCOPE: Mathematics and statistics; Reliability; Human factors engineering; Safety 
engineering; Operations research. 

HAJOB SUBJECT TEBHS: Safety engineering; Operations research; Accidents; Human factors 
engineering; Reliability; Failure. 

RESEARCH AND DEVELOPMENT ACTIVITIES: F & D in statistical methods for reliability and 
system safety engineering. 

SPECIAL SCOPE FEATURES: System Safety and System Safety Applications, Workshop in System 
Safety and introduction to Fault Tree Analysis. 

STAFF SUBJECT SPECIALISTS: 

Name Subject Specialty Tel-__No. and Eit, fx) 

Grosse, V, L. Systems Engineering (202^676-6106 

Singpurwalla, N. D- Reliability (202)676-7515 

STAFF: Full-time - professional 7, nonprofessional 4, total 11; part-time - professional 
0, nonprofessional 20, total 20. 

INTERNAL PUBLIC ATIOHS: Conference papers. 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides. 

REFERENCE AMD Q0EB7 SBBVICES: Questions answered individually; selective dissemination of 
information; analytical studies; referrals. 

OTHER SERVICES: On-site Use of collection; courses/workshops; conferences/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH BEQUEST: Hard copy. 

USES QUALIFICATIONS: General technology community. 

USER RESTBICTIOHS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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S7500063 


GEORGIA IHST. OF TECHNOLOGY, EHGINEEBlNG BXPEBXHBHT STATION 

ADDRESS! Georgia Institute of Technology 
Atlanta, GA 
30332 


TELEPHONE! (404)894-3401 
DIRBCTOB; Long, H. 

YEAH INFORHATIOH SODBCE BEGAN: 1919 

KISSlONi To promote the general welfare of the people of Georgia through scientific 
engineering and industrial research* To provide technical advice and assistance to 
busitisss and industry. To encourage more complete development and utilization of the 
natural resources of Georgia* To assist national programs of science, technology and 
preparedness* 

SUBJECT SCOPE: Meteorology; Hygiene and sanitation; Environmental biology; 

Bioengineering; Electronic and electrical engineering; Power sources; Materials; 
Laboratories, test facilities and test eguipment; Research; Crystallography; physics; 
Electricity and magnetism* 

HAJO^ SUBJECT TEHHS: Materials; Materials tests; Test equipment; Mechanical properties; 
High strength alloys; Nondestructive evaluation; Failure; Materials; Acoustics; 

Physical properties; Electromagnetic radiation: Telecommunications; Radar; 

Environments; Atmospheres; Life sciences; Earth sciences* 

RESEARCH AND DEVELOPHENT ACTIVITIES: Research and development in most areas of 

engineering* Relevant current projects include: remote sensing analysis, waste and fuel 
research and fracture mechanics* 


STAFF SUBJECT SPECIALISTS: 



Dean, H. G* 

Harrison, G* H* 

Brown, J. L- 
Poulds, N* 

Robertson, D* H. 

Ecker, H* A. 

Goodman, E* M* 


^ub^ect^Epecialty 

Information Retrieval 

Nuclear Physics; Physics; Life 

Sciences 

Instruments 

High Temperature 

Telecommunications 

Radar 

Sensors 


_Tel*. HQ . and Ez t* ( ac) 

(4 04ri94-3492“ 
K(404J 894-3414 

(404)894-3460 
(404)894-3430 
(404) 894-3542 
(404) 894-3523 
(404) 894-3507 


STAFF; Full-time - professional 175, nonprofessional 116, total 291; part-time - 
professional 0, nonprofassional 181, total 181* 


INTERNAL PUBLICATIONS; Technical reports, 

HOLDINGS: Books; reports and reprints; periodicals; total number of titles 1,000,000- 


REFEaENCE AHU QUERY SERVICES; Questions answered individually; selective dissemination of 
information; analytical studies; advisory and consulting services; referrals; 
bibliographic abstracts; scientific or statistical data rettieval/compilation* 


OTHER SERVICES: Re prod action /publicat Ion services; courses/workshops; 
conferences/symposiams. 


PRIMARY SOURCE DOCUaENTS AVAILABLE ON REQUEST: Hard copy; microfiche copy- 


USER QUALIFXCATIOMS: General technology community; staff or members of affiliated 
organizations; government contractors* 


USEE RESTRICTIONS: None. 


PRICING AND SERVICES CHARGES: Charge for some services to gualified users. 
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f 


GdYEElfMEKT-INDnSTRI DATE EXCHANGE PROGRAM (GIDEP) 

ADDRESS; US Navy FMSAEG 

GIDEP Operations center 
Code 8033 
corona, CA 
91720 

XELEPHOaE: (714) 736-4677 

DIHECTOE; Richards, E. 

PABEHT-SPOUSOa-HOST AFFILIATION: Dept, of Defense; NASA 

lEAH INFORMATION SOURCE BEGAN: 1960 

MISSION: Provides for exchange of reliability, quality engineering, safety and test 
equipment related data on parts components and materials, for use by government and 
industry organizations. The program also provides two communication services: the Alert 
Data System to identify defective items and safety related problems; and the Urgent 
Data Request (UDR) Data System for obtaining specialized data from program 
participants, 

SUBJECT SCOPE: Feliabiiity ; All ASFDI categories. 

MAJOR SUBJECT TERMS: Heliabllxty; Information retrieval; Maintenance; Quality control; 
Research and development; Aeronautics; Electronics; Materials; Civil engineering; 
Mechanical engineer ing; Test equipment; Missiles; Navigation aids; Nuclear physics; 
Nuclear engineering; Propulsion; Engines; Fuels; Aerospace engineering. 

SPECIAL SCOPE FEATURES; Services are primarily for government agencies, their 

contractors, consultant organizations and educational institutions, and are provided to 
others who qualify- Requirements for participants in the Program are based on the^ 
reciprocal exchange of data and the ability to provide an internal program operation to 
include at least one representative, a microfilm reader-printer and adequate working 
area within the facility. 

Tel- No- an^Ext-lxl^_ 

7? 1 up 3 6-4 6 77 

STAFF: Full-time - professional 6, nonprofessional 1, total 7; part-time - professional 
0, nonprofessional 0, total 0. 

INTERNAL PUBLICATIONS: Handbooks/manuals; abstracts; indexes; technical reports; 

statistical compilations; conference papers; standards and specif i'cations; magnetic 
tape bibliographic data- 

HOLDXNG5: Abstracts/indexes; reports and reprints; reference lists/bibliographies; 

standards and specifications; statistical compilations; films and slides; total number 
of titles 90,000; range of years of total 1960- 

DATA BANK RESOPECBS; 


Name or 

Acronym __ . 

Description of Contents 

Range of years 

No. of 
SSCS£4S- 

Engineering 

(BDB) 

Metrology (HDB) 

e ch n i cai"^ Rep or t s7 Engineering Data 

T960 

45,000 

Metrology Related Data, Procedures, 
Calibration 

1968 

15,000 

Failure 

experience 

(ALERT) 

Parts, Materials, and Safety problems 

1963 

1500 

Urgent data 
request (UDF) 

Data Query for Engineering Specialists 

1968 

150 per ; 

Failure cate 
(FRDB) 

Field Operational Reliability Experience 
Data 

1962 

50,000 


STAFF SUBJECT SPECIALISTS; 

N am e Subject S pec! a lty 

Richards,^!. Reliability 
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GOVERHHSHT-ZNDOSTRY Dk,T& EXCHANGE PBOGSAH (GIDEP) 

BBFBBEHCE AND QIIBSX SEBTICES: Questions answeced indlviduall/; netcospective searches; 
selective disseoination of infornation; referrals; scientific or statistical data- 
retrieval/compilation; custom abstracting and indexing services, 

OTHER SERVICES: On-site use of collection; courses/work shops; conferences/symposiams. 

PRXHART SOUBCE OOCDHEBT5 AVAILABLE OH BEQDEST: Hard copy; microfilm copy. 

USER QUALIFICATIONS; General technology community; immediate staff or members; staff or 
members of affiliated organizations; government employees; government contractors. 

HSEE RESTEICTIOHS; 

PRICING AND services CHARGES: All services free to qualified users. 
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GOfEBHMENT RESBJIRCH LABORATORT (GBL) 

ADDRESS^ P.0« BOX 8 
Linden, NJ 
07036 

TELEPHONE: {201) 474-0100 
DIHECTOHi Berger, H, 

PABEHT-SPONSOH-HOST AFFILIATION; Exxon Research and Engineering Company 
YEAR IHFORMATIQH SOOBCB BEGAN; 1965 

KISSX09: Gather, process and analyze information according to the regtiirements, 
specifications and criteria of the user- 

SDBJECT SCOPE; Lasers; Combustion and ignition; Nonpropulsive energy conversion; Fuels. 

HAJOH SUBJECT TEBHS; Fuels; Combustion; Energy; Solar radiation; Lasers; Fire protection; 
Fire prevention. 

STAFF SUBJECT SPECIALISTS; 

Na me Subj ect S pecialty Tel. N o. a n d Ext, ( x) 

Nixon, J- Fire Protection; Fite Prevention (202)833-0100 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users; negotiaied 
contracts on major inquiries,’ 


DECEHBER 1975 


&SRDI Ho 


S7500066 


HAZARDS HESEAHCR CORPOHATIOH CHHQ 


address: 

Denville, NJ 
07S34 


TELEPHOHE: (20 1 ) 6 27-4560 

DIHECTOB: GrelecHi, C. J* 

TEAR INFORHATtON SOURCE BEGAN: 1969 

fiXSSXON: To provide expert technical consultation, laboratory and field test services to 
commercial and government agencies faced with problems in chemical fire and explosion 
hazards. The organzation has also developed capabilities in transportation hazards 
evaluation, in-plant seminars on fire and explosion hazards evaluation, accident 
investigation and hazardous waste disposal, 

SUBJECT SCOPE: Safety analysis; Dangerous materials; Fire, explosion and detonations; 
chemical hazards- 

HAJOB SUBJECT TB8HS: Hazardous materials; Chemical engineering; Personnel development; 
Toxicity; Transporta tioi.; Energy; Combustion; Propellants; Fuels; Sanitation; Test 
equipment; Accident investigations; Safety engineering; Operations research; Safety 
analysis; safety equipment; Explosions; Pyrotechnics; Deflagration; Fire hazards; 

Haste disposal. 

RESEARCH AND DEVELOPHENT ACTIVITIES: Investigation in shock sensitivity and 

detonability, thermal explosion, autoignition, vapor flames, gases, mists and dusts- 
Also evaluating the fire and explosion hazards inherent in chemical process mixtures, 
processing equipment and products, including propellants, explosives and pyrotechnics, 

SPECIAL SCOPE FEATURES: Professional chemical-engineering services available include: 
process review, laboratory and pilot plant experiments, design engineering and field 
services. Services in combustible and/or toxic gases include; problem definition, 
atmosphere monitoring, and corrective counseling. Continuing education services are 
also available. 


STAFF SUBJECT SPECIALISTS 



Grelecki, C. 

Cruice, W* J- 
Tunkel, S, J. 

Petino, G- 


Subje ct Spe cialty 

Fire Hazards; Explosions 
Education 

Chemical Engineering 

ttechanical Engineering; Explosives 


Tel. H o, and Ext. ix\ 
<201)627-4560 
(201)627-4560 
(201) 627-4560 
(201) 627-4560 


STAFF: Full-time — professional 7, nonprofessional 3, total 10; part-time - professional 
1, nonprofessional 1, total 2, 


XNTEHHAL PUBLICATIONS: Newsletters/tcade literature. 

HOLDINGS: Heports and reprints; periodicals. 

HEFEREBCE AND QUERY SERVICES; Questions answered individually; advisory and consulting 
services; referrals; scientific or statistical data retrieval/compilatlon. 

OTHER SERVICES: Courses/workshops; conferences/symposiums. 

PaiHARY SOURCE DOCUHEHTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; government contractors. 

USER RESTRICTIONS: Federal security clearance, 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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IXT HBSISABCH XHST, CXITHI) 

ADDRBSS5 10 West 35th Street 
Chicago^ XL 
60616 

SIE1.BPHOHB5 (312) 567-4000 
OISBCTOE; SchulZr E, H, 

.PAEEHT-SPOHSOB-HOST AFFILIATIONS Illinois Institute of Technology 
TBAB INFORMATION SOURCE BEGAH: 1936 


MISSIONS Serves industry and government as a contract research organization* Activities 
encompass nearly all of the physical sciences and their related techniques- 

SUBJECT SCOPES Reliability; Ammunition# explosives aiid pyrotechnics; Fire# explosion and 
detonation; Safety analysis; Propulsion# engines and fuels; Aircraft problems; Air 
facilities; flathematical sciences; Human factors engineering; operations research; 
Safety engineering; Laboratories# test facilities and test equipment- 

M&JOB SUBJECT TEBfiSs Aerospace medicine; Transportation; Vehicles (land); Highway safety; 
Nondestructive evaluation; Test equipment; Explosives; Propellants; Engines; Fires; 

Fire resistant materials; Fire fighting; Fire hazards; Reliability; Operations 
research; Maintenance; Structural materials; Aircraft safety; Air traffic control; 
Materldls- 

EESBABCH AND DEVELQPBBIIT ACTIVlTIESs Performs research in a variety of technical areas 
including metals# chemistry arid chemical engineering# mechanics of materials# 
electronics# engineering mechanics and medical engineering# and life sciences. 


SPECIAL SCOPE FEATURES: IITRI maintains well-equipped laboratories for conducting fire 
research at full scale or with models# and for experimental research in heat and mass 
transfer# combustion# and related subjects# including analytical and experimental 
modeling of lire phenomena# full-scale fire tests# fire hazards of cumbustible building 
materials# smoke abatement methods# development and evaluation of cumbustion -- 
characterization tests# and heat transfer research and development. Radiant Source 
facility is also available- Other areas include human factors engineering# hazards 
analysis# systems safety# and fault tree analysis. 


STAFF SUBJECT SPECIALISTSS 


Name 

Longlnow# A, 
Wakeley# N. 
Cornish# R, 
Klein# a. 
Hateriiian# T, 
Hapadensky# A. 
Brueschke# £- 
Jones# L, 
Bridges# J, 


Subj ect Spe ci alty 

Structural Failure 
Human Factors Engineering 
Structural Materials 
propellants; Fuels 
Fires 

Safety Analysis 
Aerospace Medicine 
Standards 

Microwaves; Lasers; Thermal Radiation; 
Ultraviolet Radiation 


Xe lg.^Ho - Ext- fx ) 

1312) 567^4805 
(312)567-4757 
{312) 567-4011 
(312)567-4300 
(312) 567-4784 
(312)567-4782 
(312) 567-4925 
(312)567-4193 
(312)567-4488 


STAFF. Full-time - prolassional 80# nonprofessional 20# total 100; part-time - 
professional 0# nonprofessional 0# total 0. 


XHTEfiNAL PUBLICATIONS: Periodicals/journals- 


HQLDXNOSs Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides. 
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IIT RESEARCH INST, (IITRI) 


DATA BASK RESO0RCES; 

Name or Description of Contents Range of years Tio, of 

Acronxni Recor ds 

Comprehensive Science and Technology 1968- 300,000-400,000 

Bibliographic Data Base 

HEFEBEHCE AHD QUERY SERVICES! Analytical studies; advisory and consulting services, 

OTHER SERVICES: Cn-site use of collection, 

PRIHAHy SOURCE DOCUHEHTS AVAILABLE OH REQUEST: Hot available, 

USER QUALIPICATIONS: General technology community, 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services.' 
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INDIANA OHIVERSITY, PHYSIOLOGY DEPAHTHEHT 


ADDBESS: tty/ers Hall 

Indiana University School of Wedicine 
Bloomington, IN 
474 01 

TELEPHOHE2 (612)337-5888 ext 3115 
'DIRECTOR: Elizondo, R. s, 

YEAR XHFOHHATIOH SOURCE BEGAN: 1460 

HISSXON: To define and quantify the physiological changes associated vith man'^s 
adaptation to environmental stress. 

SUBJECT SCOPE: Physiology; Stress physiology; Biochemistry; ^ati-machine hazards. 
tSAJOE SUBJECT TERMS: Physiology; Physiological hazards. 

RESEARCH AND DE7EL0PMERT ACTIVITIES: Research interests include comparative 

thermoregulation, physiology and biochemistry of eccrine sweat gland function, and 
comparative renal physiology and water balance. 

STAFF SUBJECT SPECIALISTS: 

Name Subqe ct^Sp ecia ltY Tel. No . _ and_Ext, fx) 

Elizondo, p“s7 Physiology ^ (8127337-5888 ext 3115 

STAFF: Full-time - professional 3, nonprofessional 2, total 5; part-time - professional 
0, nonprofessional 3, total 3. 

INTERNAL PUBLICATIONS: Abstracts; technical reports; periodicals/ journals- 

SOLDINGS: Books; reports and reprints; periodicals; reference lists/bibliographies; total 
numoer ot titles 1,500; range of years of total 50 years, 

EEFEHBNCE AND QUERY SERVICES; Questions answered individually; advisory and consulting 
services. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH BEQUEST: Hard copy. 

USER QUALIFICATIONS; General technology community, 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: All services free to qualified users. 
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industrial BISiC INSURERS 

ADDRESS: 85 Woodland Street 
Hdrtfordr CT 
06102 

TELEPHONE: (20 3) 525'-26 01 

DIRECTOR: Powers, P. c. 

TEAR IMFOBHATION SOURCE BEGAN: 1890 

MISSION: To provide advisory engineering services for the control of losses resulting 
from fire, leakage from fire-protective eguiptn, lightning, wind aiid hail, explosion, 
smoke, aircraft and vehicles, sonic boom, riot, civil commotion and vandalism, and 
molten material in industrial properties. The Industrial Risk insurers is a 
consolidation of the former Factory Insurance and Oil Insurance Associations. 

SUBJECT SCOPE: Fire, explosion and detonations; Dangerous materials; Nuclear safety. 

MAJOR SUBJECT TERMS: Safety engineering; Explosions; Fire prevention; Fire resistant 
materials; Fire hazards; Explosives; Combustion; Hazardous materials; Fires; 

Fabrication; Structural materials; Reactor safety; Fire insurance, 

RESEARCH AND DEVELOPHBKT ACTIVITIES: Conducts investigations of performance 
characteristics of methods and materals used in the control of industrial 
property-damage hazards. 

STAFF SUBJECT SPECIALISTS: 

Name Su bj ect gpecialty Ta 1. No^ and gxt^jx) 

Barritt, J, S, Fire Protection; Fire Insurance (203)525-2601, ext* 250 

STAFF: Full-time - professional 500, nonprofesslonai 100, total 600; part-time - 
professional 0, nonprofessional 0, total 0, 

INTERNAL PUBLICATIONS: Uandbooks/raanuals; indexes; periodicals/journals; 
newsletters/trade literature, 

HOLDINGS: Books; reports and reprints; periodicals; standards and specifications; 
statistical compilations; films and slides, 

SEFEREKCE AKD QUERY SERVICES: Questions answered individually; state-of-the-art reviews; 
advisory and consulting services, 

OTHER SERVICES: Courses/workshops, 

USER QUALIFICATIONS: General technology community, 

aSBR RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: All services free to qualified users* 
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IMSTiraTE OF PBACTDRE ABD SOLID «ECHAlfICS 

ADDRESS: institute of Fracture and Solid Mechanics 
Packard Laboratory 
Lehigh University 
Bethlehem, PA 
1B015 

IBLEPHOHE: {215) 691-700 ext, 376 
DIRECTOR: Sih, G, C- 

PABENT-SPOKSOR-HOST AFFILIATION; Lehigh University 
YEAR INFORHATIOH SOURCE BEGAN: 1970 

K:iISSXON: To coordinate and promote interdisciplinary research and education among Lehigh 
engineers and scientists working in areas that utilize the concepts of fracture and 
solid mechanics. 


SUBJECT SCOPE; Mechanics of structural failure; Structural materials limitations; Metals; 
Composite materials; Mathematics and statistics; Structural engineering; Mechanics, 

MAJOR SUBJECT TEHHS: Mechanical engineering; Structural engineering; Structural failure; 
Fatigue (materials) ; Materials tests; Mechanical properties; Physical properties; 
Fracture mechanics* 


RESEARCH AND DBVELOPBEHT ACTIVITIES: Current research areas include: Analytical Fracture 
Mechanics, Experimental Fracture Mechanics, Analytical and Numerical Methods in Solid 
Mechanics, and Plates and shells. 

SPECIAL SCOPE FEATURES: The Institute conducts a Fracture and Solid Mechanics Liaison 
Program with private industries and with governmental agencies. This program allows 
participants to make use of the personnel of the institute through consultation with 
faculty members and summer employment of graduate students. The institute will also 
conduct materials testing programs in its laboratories. In addition to various fracture 
toughness tests, photoelastic analysis of two-and-three dimensional stress 
distributions can be arranged* 


STAFF SUBJECT SPECIALISTS 



Chen, T, E, P, 

Fang, H- Y, 

Mansoii, J, A, 

Hasselmazi, D, P, H, 
Kei, h- P. 

Erdbgan, F. 


Sub~j ect S p e cial ty 

Mechanical Engineering; Fractur 

Mechanics 

Civil Engineering 

Chemistry 

Metallurgy 

Mechanical Engineering; Fractur 
Mechanics 

Mechanical Engineering; Fractur 
Mechanics 


l2i=..S2-L_and_Ext,dxl^ 

(215)691-7000 ext, 792 

{215)691-7000 ext. 2250 
{215) 691™7000 ext* 2295 
(215)691-7000 ext- 6H1 
(215)691-7000 ext- 2296 

(215)691-7000 ext, 436 


STAFF: Full-time - professional 17, nonprofessional 3, total 20; part-time - professional 
0, non professional 0, total 0, 


INTERVAL PUBLICATIONS: Books; handbooks/manuals; technical reports; periodica Is/iournals; 
conference papers. 


HOLDINGS: Books; abstr acts /indexes ; reports and reprints; periodicals; reference 
lists/bibiiographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides; total number of titles 50,000, 

REFEHEHCE AND QUERY SERVICES: Questions answered individually, 


OTHER SERVICES: Heprod uction/publ icat ion services; courses/workshops; 
conferences/symposiums, 

PHIMARY SOURCE DOCUMEHTS AVAILABLE ON BEQUEST: Hard copy, 

USER QUALIFICATIONS: General technology community; immediate staff or members; government 
contractors, 

USER BESTSICTIOHS: None, 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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IHSl^ITDTE OF GAS TECHHOLOST (IGT) 

ADDHESS: 342*4 South State Street 
IIT Center 
Cuicagot It 
60616 


TBLEPHOKE:? (312J 225-9600 

DIRECTOR: Linden^ H. R, 

PABEWT-SPONSOR-HOST AFFIIIATrOH: Illinois Institute of Technology 

HISSIOH: The Institute of Gas Technology is an educational and research organization 
s^jonsoied and supported by the gas industry for the purposes of full tirae research and 
educational and support services. 

SUBJECT SCOPE: Industrial safety manuals# codes, specif ications, standards; Honpropulsive 
energy conversion; Power sources; Energy storage; Air conditioning, heating, lighting 
and ventilation; Missile technology; cryogenic safety, 

KAJOE SUBJECT TERHS: Industrial safety; Safety procedures; Compressed gas; Liquified 
gases; Cryogenic fluid safety; Gas detectors; Hazardous materials; Methane; Hydrogen; 
oxygen; Personnel development; Shipping regulations; Energy; Fuels; Combustion; 

Fire prevention; Information retrieval- 

RESEAECH AKD DEVELOPMENT ACTIVITIES^ Sponsored and in-house research conducted in 197U 
include the following projects: Conversion of Haste Materials to Methane; Fundamental 
Studies of Fluidized-bed Combustion; Odorization of LNG; Vapor-liguid equilibria in 
cryogenic Systems; Control of emissions from combustion and gasification processes. 


SPECIAL SCOPE FEATURES: IGT provides a full range of educational services including 
programs leading to doctorate and masters degrees and off-campus presentations of 
coutsGs. Users may also have use of MASTIR, an IGT service that provides fast access to 
A central repository of world wide information of interest to the gas industry. 


STAFF SUBJECT SPECIALISTS: 




Gregory, D. P* 
Pangborn, J. B- 
Mensch, H. L. 
haturman# U. W. 


Subj e ct S p ec ialty 


Hydrogen 
Hydrogen 

Information Retrieval 
Education 


Tel2^_Np^_and Ext.^tx] 

(312) 225-9600''iH 6 38 
(312)225-9600 evt 653 
(312)225-9600 ext 626 
(312) 225-9600 ext 604 


STAFF: Full-time - professional 167, nonprofessional 186, total 353; part-time - 
professional 0, nonprofessioaal 0, total 0- 

IHTEHNAL PUBLICATIOHS; Abstracts; technical reports; periodicals/ journals; 
iiewsletters/trade literature; conference papers* 

HOLDINGS: Books; reports and reprints, 

DATA BANK RESOUHCES: 

Name or Description of Contents Range of Years . Mo* of 

Acronym ^ ^ R ecord s 

TEEriATREX Gas technology, research and education information 

REFERENCE AND QUERY SERVICES: Retrospective searches; selective dissemination of 

iniormation; prior art/patent searches; analytical studies; advisory and consulting 
services; bibliographic abstracts, 

OTHER SERVICES: courses/ workshops; conf erences/syiuposiuras, 

FBIMARI SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy; luicrofilm copy. 

USER QOALIPICATIOBS: General technology community; government employees; government 
contractors, 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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INSTITOTE OP SAFETY AND STSTEHS aABAGEBBNT* BESBltCH CENTER 

ADDRESS; Institute of Safety and Systems Nanageraent 
University of So^itheirn California 
University Par^v 
Los Angela^*, CA 
90007 


TBLEPflOHE; (213) 746^S39S 
DIRECTOR; Bernberg, P. E- 

PAEENT-SPONSOR-HQST AFFILIATION; Univ- of Southern California 
ma IHFORE9ATIQH SOURCE BEGAN; 1970 


HISSIOB: To provide the ways in which the faculty may focus on the areas of 
transportation safety^ transportation systems analysis^ transportation-public 
acceptance and transportation-advanced concepts; to place particular emphasis on the 
development of faculty, facilities and support in the area of Traffic Safety Research, 
Education and Training and Information Services. 

SUBJECT SCOPE; Safety analysis; Human factors engineering; Ground transportation 
equipment; Dangerous materials. 

HAJOR SUBJECT TERHS; Transportation; Human factors engineering; Highway safety; Vehicles 
(land); Tests; Safety analysis; Hazardous materials. 

RESEARCH AND DEVELOPMENT ACTIVITIES; Performs contracted and selected research in 
transportation safety and human factors related fields and translate findings into 
seminars, symposia, short-courses and academic education and training whereever 
feasible, employing multidisciplinary and interdisciplinary approaches. 


STAFF SUBJECT SPECIALISTS; 




Baird, J. D. 
Stapp, J- P., 




Small, A- H., Ph-D- 
JOUes, M. H. 
Philipson, L. L. 
Hurt, H. Ho, Jr. 


Subject Specia lt y ; 

Tran.sportation; Safety Procedures 
Hum ,n Factors Engineering; Human 
per formance 

Hhman Factors Engineering 
Tests; Information Retrieval 
Safety Analysis 
Highway Safety 


Tel. No - a nd E xt- fx) 

72137746 - 7920 " 

{213)746-7958 

(213)746-7958 
(213) 746-7958 
(213) 746-7094 
(213) 746-2514 


STAFF; Full-time - professional 26, nonptofessional 4, total 30; part-time - professional 
0, nonprofessional 0, total 0. 

INTERNAL PUBLICATIONS; Handboaks/manuals; technical reports; statistical compilations; 
periodicals/ journals ; nevsletters/trade literature; conference papers; reference 
lists/bibiiographies. 


HOLDINGS; Books; abstracts /indexes; reports and reprints; periodicals; reference 
lis^s/bibliographies; graphics/tables; films and slides and video tapes. 


DATA BANK RESOURCES; 


Name or 

Acr onym 

NTSB 

BMSC. 


BMCS 


CPIR 


TUC 


, Fla 


Description of Contents 


U.S. civil Aircraft Accident Data 
All Federally regulated interstate 
trucks in accidents over 52500 per 
accident 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

All Federally regulated interstate 
trucks in accidents over 52500 per 
accident 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 


Range of Years 
1973 

1966-69, 71, 72 
Rev 2 & 3 

1970-73 


NO. of 
Recor ds 

approx- 50,000 
31,121 accidents 


283,000 


16 


993 


42,200 


Dade Co. 
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INSTITUTE OF SAFETY AND SYSTEMS MANAGEMENT, RESEARCH CENTER 
DATA BAHK RESOURCES: 


\ i ib? OL 

Description of Contents 

Range of Years 

Ho, of 

A cc2ill£ 


Fgcgrdi 

Denver Co,, 

All Federally regulated interstate 

1969-73 

28,800 

Colo, 

trucks in accidents ever $2500 per 
accident 



Indiana Turnpike 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1966-70 

1^709 

King , Co, , Mash, 

All Federally regulated interstate 
'trucks in accidents over $2500 per 
accident 

1970^73 

29, 100 

H ashington 

All Federally regulated interstate 

1970-72 

915 

f dtals 

trucks in accidents over $2500 per 
accident 



Michigan Fatals 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1970-73 

1,590 

Texas-Bexar Co, 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1969-7U 

35,900 

New York Level 1 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1970 

2,946 

Pennsylvania 

Ail Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1963 

4,601 

New York Level 2 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1970-73 

6, 100 

Ohio Turnpike 

All Federally regulated interstate 
trucks In accidents over $2500 per 
accident 

1966-70 

2,093 

Oakland Co, 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1968-73 

26,730 

Texas-5^5 Sample 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1969-74 

34,400 

lexas-Fatal 

All Federally regulated interstate 
trucks in accidents over $2500 per 
accident 

1969-74 

6,360 

Texas-Truck 

All Federally regulated interstate 

1969-74 

59,000 


trucks in accidents over J2500 per 
accident 


REFEBBNCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
analytical studies; advisory and consulting services; referrals; scientific or 
statistical data retrieval/compilation* 

OTHER SERVICES: Peproduct ion/p ubli cation services; coutses/w jrkshops; 
conferences/symposiums- 

USEE QOALIFICATXOHS: General technology community and educational institutions; 
government contractors and agencies* 

USER aESTfiXCllOHS; None. 

PRXCXH0 SERVICES CHARGES: Charge for some services to qualified user^, 

DECEKBER 1975 




83 


i 


ASBDI No. S750007^ 


INSTITUTE 07 SAPETT AND STSTBHS KAMGEHBNT, SAFETY CENTER 

ADDRESS: The Safety Center 

Institute of Safety and Systems Management 
University of Southern California 
Los Angeles, CA 
90007 

TELEPHONE: (213) 746-2^15 

DIRECTOR: Canaday, P. tt. 

PABENT-SPONSOR*-HOST AFFILIATION: Univ. of Southern California 

YEAR IHFOSHATibN SOURCE BEGAN: 1953 

MISSION: To maintain an international center of excellence in safety education and 
training through offerings of graduate, undergraduate and special intensive training 
programs. To corxduct safety research on contract and non-contract basis; to provide a 
center tor conferences, symposia, and workshops for safety educational purposes; to 
perform services to the community in the area of safety; and to sustain information 
services through libraries, publications and consulting actions- 

SUBJECT SCOPE: Mechanics of structural failure; Han-machine hazards; structural materials 
limitations (metallic and nonmetallic) ; Fire, explosion and detonations; Aircraft 
problems; Industrlfll safety manuals, codes, specifications, standards, etc-; Safety 
anciiysis; Human factors engineering; Dangerous materials. 

BAJOR SUBJECT TERBSi Aerospace engineering; Safety engineering; Aircraft problems; Human 
factors engineering; Accident investigation; Accident prevention; Safety analysis; 
Structural failure; Structural materials; Hydraulics; Explosives; Industrial safety; 
Satety regulations; Industrial hygiene; Transportation; Fires; Hazardous materials; 
Education. 

SPECIAL SCOPE FEATURES: Expertise in safety education emphasizing multi-disciplinary 

features in terms of safety management; safety tecbnolo;y and human factors. Capability 
tor design, development and presentations of safety education and training requirements 
ranging from singular subject matter or intensive course training to degree programs at 
Undergraduate and graduate levels- 

STAFF SUBJECT SPECIALISTS: 

Name Tel, No . a nd Ext, jgc) 

Cariaday, F. H. Education; Safety Engineering (2 13)746-2415 

STAFF: Full-time - professional 18, nonprofessional 11, total 29; part-time - 
professional 35, nonprofessicnal 0, total 35. 

INTERNAL PUBLICATIONS: Books, textbooks, workbooks; handbook i/raanuals; technical reports; 
reference lists/bibliographies; magnetic tape bibliographic data. 

HOLDINGS: Books 5,500; abstracts/indexes; reports and reprints; microfilm 350; 

periodicals; reference lists/bibliographies; standards and specifications; films and 
slides; technical manuals; newsletters-trade literature. 

RBFEHEHCE AND QUERY SERVICES: Questions answered individually; advisory and consulting 
services; referrals; bibliographic abstracts. 

OTHER services: On-site use of collection; interlibrary loans; reproduction/publication 
services; courses/ workshops; conf erences/symposiums- 

PaiHARY SOURCE DOCUHENTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; staff or members ot affiliated 
organizations; government employees- 

USEE RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users. 
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IMSTITOTB OB SAFETY AND SYSTEMS flAKAGEMEK^?, TRAFFIC SAFETY CENTER 

ADDRESS^ Institute of Safety and Systems Nanageiuent 
University of Southern California 
University Park 
Los AugeleSr CA 
90007 

TELEPHONE: (213) 746-5395 
DIRECTOR: JoneSr P« 


PARENT-SPONSOH-HOST AFFILIATION: Univ. of Southern California 

YEAR INFORMATION SOURCE BEGAN: 19?5 

MISSION: lo provide education and training programs; conduct accident and traffic safety 
research programs; provide a center for conferences, symposia and seminars; provide 
infornidtior services through libraries, publications, and consulting services; all as 
related to the study of accident causation and prevention. 

SUBJECT SCOPE: Safety analysis; Ground transportation eguipment; Dangerous materials; 

Human factors engineering. 

MAJOR SUBJECT TERMS: Information retrieval; Accident prevention; Vehicles (land) ; Highway 
saietj; Hazardous materials; Transportation; Human factors engineering; Education. 

EESEARCh AND DEVELOPMENT ACTIVITIES: Performs selected research in traffic safety and 
translates findings into seminars, symposia, short courses, and academic education and 
training, with emphasis on developing educators in the field, traffic safety manpower 
development, and awareness broadening towards traffic safety for professionals and 
management personnel.- 

STAFF SUBJECT SPECIALISTS: 

^ -^Sub^ect. Specialty Tel. No. and Ext, (x) 

Flatiboe, E. E. Accident Investigation 72T3f746-53 95 

STAFF: Full-time - professional 10, nonprofessional 2, total 12; part-time - professional 
5, ttonprof essional 5, total 10. 

INTERNAL PUBLICATIONS: Handbooks/m anuals; technical reports; statistical compilations; 
newsletters/trade literature; conference papers; reference lists/bibliographies- 

HOLDIHGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibiiographi es ; graphics/tables; films and slides and video tapes. 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
analytical studies; advisory and consulting services; referrals. 

OTHER SERVICES: courses/worksh Ops ; conf erences/symposlums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; education,^ community and government 
agencies. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for sotne services to qualified users. 
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IRTEHHATIOHAL ASSOCIATION DF CHIEFS OF POLICE (lACP) 

ADDRESS: n Firstfieia Road 
Gaithersburgr HD 
20760 

TELEPHONE: (3 01) 94 8-0922 

OIHECTOE: King, G- D, 

YEAR INFORHATIOK SOHRCE BEGAN: 1893 

HX5SX0N: TO foster police cooperation and the exchange of information and experience 
among police adminsitrators internationally and to professionalize the police service 
in all parts of the vorld through the development and dissemination of sophisticated 
techniques in areas ranging from specialized training to executive development. 

SDBJECT SCOPE: Dangerous materidls; Safety analysis; personnel selection, training, and 
evaluation; Operations, strategy and tactics; Intelligence. 

HAJOR SUBJECT TERMS: Safety analysis; Highway safety; Airports; personnel development; 
Explosives; Information retrieval; Security- 

RESEARCH AND DEVELOPMENT ACTIVITIES: The identification of critical issues in law 

enforcement and security with the purpose of isolating impacting factors and to then 
design doctrine and countermeasures. 

SPECIAL SCOPE FEATURES: Else and development of canine units in bomb detection. 

STAFF SUBJECT SPECIALISTS: 

N ame Su biect_S pe cia lty Tel.___N Q . a nd Ext, ( x) 

Kelly, j 7 ^ Airports; Security ^ * {?J0lfg4 8-0922 

STAFF: Fuil-titne - professional 75, nonprofessional 75, total 150; part-time - 
professional D, nonprofessional 0, total 0. 

XHTEBHAL PDBLICATIOHS: Book catalogs; books; handbooks/manuals; technical reports; 
periodicals/ journals; nevsletters/trade literature; conference papers; reference 
lists/bibliographies; standards and specifications. 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibiibgraphies. 

REFERENCE AND QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 

OTHER SERVICES: On-site use of collection; courses/ works hops; conferences/symposiums. 

PRIMARY SOURCE DOCULj^NTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; staff or members of affiliated 
organizations. 

USER RESTHICTIpHS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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I»TBBMATIOKAL iSSOCIAa'IDH OF FIRE CHIEFS r IHC* (XAFC) 

ADDRESS: Suite 1112 

1725 K Street, N.W. 

Washington^ DC 
20006 

TELEPHONE: {202)933-3420 

DIRECTOR; Hurley, J- F* 

YEAR INFOHHATION SOURCE BEGAN: 1973 

flISSION: To support the memhers and staff of the lAFC, governmeat a'gencles and 

representation, industry, and other users uith information and research on all aspects 
ot the problem of hostile fire in the environment; to serve as a clearing house for 
fire infarraation to provide a medium of information collection, identification and 
distribution to the fire service; to provide a forum for expression of ideas and 
discussion of current topics* 

SUBJECT SCOPE; Safety analysis; Industrial safety manuals, codes, specifications, 

standards; Fire, explosion and detonations; Safety engineering; Structural materials 
limitations (metallic and non-metallic) . 

HAJOH SUBJECT TERMS: Hazardous materials; Compressed gas; Liquified gases; Radioactive 
spills; Fabrication; Structural materials; Structural engineering; Rescue operations; 
personnel development; Explosives; Combustion; Safety analysis; Safety engineering; 
safety regulations; Fire hazards; Fires; Fire fighting; Fire prevention; Fire resistant 
materials; Fire extinguishing agents. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Fire ground operations, administration, and safety 
related activities related to fire or the rescue service. 

STAFF SUBJECT SPECIALISTS: 

Name 5 u b,ject_^ S pecia lt y Tel* No . a n d Ext* ( x) 

Quay7 d7 ""information Retrieval; Fires (202) 933-3420 

STAFF: Full-time - professional 4, nonprofessional 10, total 14; part-time - professional 
0, nonpEofassional 0, total 0. 

INTERNAL PUBLICATIONS: Handbooks/manuals; abstracts; indexes; technical reports; 
statistical compilations; periodicals/journals; newsletters/trade literature; . 
conference papers; reference iists/bibliographies; magnetic tape bibliographic data* 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides, 

REFERENCE AND QUERY SERVICES: Questions answered individually ; selective dissemination of 
information; advisory and consulting services; referrals* 

OTHER SERVICES: Courses/workshops ; conf erences/symposiums* 

PRIMARY SOURCE DOC0KEMTS AVAILABLE ON REQUEST: Hard copy* 

USER QUALIFICATIONS: General technology community; immediate staff or members; governmEnt 
employees; government contractors. 

USER RESTRICTIONS: None* 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. , 
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XNTERHATIOHAl, COKFEREHCE OF BTFILDIH0 QPPICIAIiS {ICBO) 

ADDRESS^ 5360 South Workman Kill Road 
Whittier, CA 
90601 

ISLEPaONEs (213) 699-0541 

DIRECTOR; Bihr, J, E* 

YEAR INPORBATION SOURCE BEGANt 1922 

HISSIOM; Publication, maintenance and promotion of the uniform Building Code and its 
related documents; investigation and research of principles underlying safety to life 
and property in the construction, use and location of buildings and related structures; 
development and promulgation of uniformity in regulations pertaining to building 
construction; education of the building official; and formulation of guidelines for the 
administration of building inspection departments* 

HAJOR SUBJECT TEEMS; Standards; Structural engineering; Structural materials; safety 
regulations; Materials; Fabrication; Inspection; Construction* 

RESEARCH AND DEVELOPHEHT ACTIVITIES; Examination, evaluation and recommendation of 
alteriidte methods of construction and building products; the evaluation and 
certification of quality control agencies and agencies involved in both inspection and 
testing* 

SPECIAL SCOPE FEATURES: Building codes, specifications, standards, etc*; structural 
engineering; Construction materials, 

STAFF SUBJECT SPECMAIXSTS: 


Name 5 u bj ect s p ec la It y Tel^.__ NQ, __a n d E xt* (x1 


Carter, T- H* 

Structural Engineering 

(213) 699-0541 

ext 

35 

Bihr, J* E* 

Structural Engineering 

(213)699-0541 

ext 

25 

Watson, D- P* 

Structural Engineering; Information 
Retrieval 

{213) 699-0541 

ext 

4 0 


STAFF: Full-time - professional 19, nonprofessional 17, total 36; part-time - 
professional 4, nonprofessional 0, total 4* 

INTERNAL PUBLICATIONS: Book catalogs; books; handbooks/manuals; technical reports; 
periodicals/ journals; newsletters/trade literature; conference papers; standards and 
specifications- 

BOLDXMGS: Books; reports and reprints; periodicals; reference Lists/bibliographies; .. 
standards and specifications; graphics/tables; films and slides; to^al number of titles 
500; range of years of total 54* 

EEFEEEHCE AND QUERY SERVICES; Questions answered individually; selective dissemination of 
information; state-of-the-art reviews; analytical studies; advisory and consulting 
services; scientific or statistical data retrie val/compilation* 

OTHER SERVICES: mterlibrary loans; reproduction/publication services; courses/workshops; 

. conf erences/symposiums* 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy; microfilm copy; microfiche 
copy* 

USER QUALIFICATIONS: General technology community; immediate staff or members; staff or 
. members of affiliated organizations; government employees; government contractors* 

USER RESTRICTIONS: None* 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users; charge for 
user outside organization. 
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ASBDI NO^ S75O0O78 


INTERNATrOHAL PLAKETAEr PATBOL 

ADDRESS: BOX 1269 

Flagstaff^ A2 
86001 

lELEPHONE; (602)774-3350 

DIEECXORi Bdum, W. A* 

PARENT-SPOHSQB-HOSX AFFILIATION: Planetary Research Centerr Lowell Observatory 

YEAR INFORHATION SODRCE BEGAN; 1969 

HISSIOH: To obtain uninterrupted imaging in order to investigate the day to day and hour 
to hour changes in the large scale atmospheric and surface features of the planets. 

SOBJECT SCOPE; Extraterrestrial environmental hazards; Physics; Astronomy; Atmospheric 
sciences. 

NAJOE SUBJECT TERNS; Extraterrestrial environments; Atmospheres; Astronomy; Physics. 

BESEABCE AND DEVELOPMENT ACTIVITIES; Recent and current research includes the 

distribution and motion of clouds on Mars, the development and decay of Martian dust 
storms, t^e seasonal, diurnal and random fluctuations in contrast between adjacent 
light and dark regions on Mars, the detection of vertical shear in the Jovian 
atmosphere, the longitudinal oscillation of the Bed spot, the dependence of rotation 
period on xenographic latitude and on time, the eruption and spread of SEB 
disturbances, and the retrograde circulation of the Venus cloud deck* 


Tel. No , and Ext, fx i 

1802)774-3358 
{602) 774-3358 
(602)774-3358 

DECEMBER 1975 


STAFF SUBJECT SPECIALISTS; 

N ame s ubiect_Specialty_ 

Baum, H. A. Astronomy 

Capen, c. F- Astronomy 

Martin, L. J. Astronomy 
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ASFDI Ho. 57500079 

XHTEfiHATIOHAL SAFETY ACADEUY (ISA) 

ADDBESS; 1021 Georgia Avenue 
tiacon, 6A 
31201 

TELEPHONES (912) 746-^7677 

DIBECTOR; 0< Shell, H- B. 

^ PARENT-SPONSOR-HOST AFFILIATIONS ESIS, Inc. (An INA Corporation Company) 

IBAE IHFORHATIOH SOtfBCE BEGAN: 1971 

aiSSlOH: TO provide clients vith up-to-date loss control (safety) management training, 
publications, and consulting- 

SUBJECT SCOPE: Industrial safety manuals, codes, specifications, standards; Safety 
analysis; Laboratories, test facilities and test equipment; Toxicology. 

RAJOB SUBJECT TERRS: Toxicity; Physiological hazards; personnel development; Accidents; 
Accident prevention; Safety analysis; Safety procedures; industrial safety; Safety 
equipment; Vehicles (land) ; Environments. 

RESEARCH AND DEVELOPRENT ACTIVITIES: Conducts research and development activities on a 
fee basis for private and public clients. 

SPECIAL SCOPE FEATURES: Through the Academy's four divisions (Conference Division, 
Consultative Services Division, Products and Services and Environmental Health 
Laboratory) a total loss control program is available for private industry and 
government entities- Areas of specialization are general industry and federal safety 
programs. 

STAFF SUBJECT SPECIALISTS: 

Name subject sp eci alty Tel. No- an d Fxl. (x)__ 

Bareniclau, K. E- Education; Safety Engineering (912) 746-7677 

Holmgren, tt. E. Safety Engineering (912)746^7677 

Stevenson, G. D. Materials Handling; Education (912)746-7677 

Glascock, H. E. Vehicles (Land); Information Petrieval (912)746-7677 

STAFF: Full-time - professional 6, nonprofessional 4, total 10; part-time - professional 
14, nonprofessional 2, total 16. 

INTERNAL PUBLICATIONS: Book catalogs; books; handbooks/manuals; technical reports; 
newsletters/trade literature; reference lists/bibliographies- 

HOLDINGS: Books; abstracts/indexGs; reports and reprints; periodicals; reference 
lists/bibliographics; standards and specifications; graphics/tables; statistical 
compildtions; films and slides- 

HEFERBNCE AND QUERY SERVICES; Questions answered individually; selective dissemination of 
inf ormatibn; analytical studies; advisory and consulting services; referrals. 

OTHEB SERVICES: On-site use Of collection; courses/workshops; conf erences/symposiums. 

PRXHAEY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy- 

USEB QUALXFXCATXOIfS: General technology community; government contractors. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services- 
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ASRBX No. S7500080 


JET PflOPaLSION LAB, 

ADDRESSi California Institute of Technology 
4800 oak Grove Drive 
Pasadena, CA 
91103 

TELEPHONE: {213) 354-4321 

DIRECTOR: Hurray, 

PAREHT-SPONSOR-HOST AFFILIATION: California Institute of Technology; NASA 

YEAR INFORMATION SOURCE BEGAN: 1944 ' 

HISSION: To conduct space research and exploration for the NASA progratn and to conduct 
research for nonspace sponsors mostly in the fields of environmental and Civil 
Engineering* 

subject scope: Astronomy and astrophysics; Aeronautics; Space technology; Physics; 

Structural engineering; Navigation and guidance; Propulsion, engines and fuels; Geology 
and mineralogy; Atmospheric sciences; Civil engineering; Biological and medical 
science; Safety analysis. 

UAJOE SUBJECT TERHS: Safety analysis; Astronomy; Aeronautics; Spacecraft; Earth sciences; 
Physics; civil engineering; Structural engineering; Information retrieval; Aerospace 
engineeting- 

RBSEARCH AND DEVELOPMENT ACTIVITIES: Current research projects are in the fields of 
planetary exploration, the deep space network, physical sciences, earth and planetary 
sciences, and Civil Engineering, 

STAFF SUBJECT SPECIALISTS: 

_ ^ Subjec t Spec i alt y Tel. NOw and Ext, fx ) 

Hcnigomeiry , L. C* Safety Engineering (213) 354-4321 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; films and slides; 
total number of titles 90,000, 
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ASBDI Ho- S7500081 

JOINT IKDVSTBXAL COOHCIL (JIC) 

ADDRESS: 7901 Hestpark Drive 
McLean, VA 
22101 

TELEPHONE: (703)893-2900 
DXBECTOB: Lotiffler, E. J. 

XEAB XNFORHATIOH SOURCE BEGAN: 1965 

HXSSIOH: To proDulgate standards for the application of elritrical, hydraulic and 
pneumatic equipment to machine tools and similar industrial eguipment- 

SDBJECT SCOPE: Machinery, tools and industrial equipment; Hydraulic and pneumatic 

equipment; (Electrical) components; Industrial safety manuals, cades, specifications, 
standards, etc-. 

MAJOR SUBJECT TERMS: Standards; Pneumatic equipment; Hydraulics; Electronics- 
STAFP SUBJECT SPECIALISTS: 

Name Subject Specialty TeU Jto5_^nd_.E2£t-XxL_ 

Ioeffler,'“Er~j7 Standards {703) 893-2900 

INTERNAL PUBLICATIONS: Standards and specifications. 

HOLDINGS: Standards and specifications. 
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ASRDI Ho. S7500082 


KVOWLBDGE AVAILABILITY STSTEHS IHFO&»ATIOH CEHTER (EASC) 

ADDRESS: NASA Industrial Applications Center 
KASC - University of Pittsburgh 
710 L.I.S. Building 
Pittsburgh^ PA 
15260 

TBLEPHOHE: (412)624-5212 
DIEECTOR: Howie^ 

PAHEHT-'SPOHSOE-HOST APFILIATIOHs University of Pittsburgh; NASA 


lEAE IHFOBHATIOH SOUfiCE BEGAN: 1964 


MISSION: TO facilitate the transfer of technology by providing information to the 
community from both hard and soft science data banks. 


SOBJECT SCOPE: Aeronautics; Chemistry; Mathematical sciences; Electronics and electrical 
engineering; Behavioral and social sciences; Biological and medical sciences; Civil 
engineering; Physics; Earth sciences and oceanography. 

BAJOH SUBJECT TERES: Information retrieval; Aeronautics; Chemistry; Phpics; Aerospace 
medicine; Uathematics; Earth sciences; Electronics; Instruments; Civil engineering; 
Mechanical engineering- 

RBSEARCH AND DEVELOPMENT ACTIVITIES: KASC is closely affiliated with the Graduate School 
of Library and Information Science at the University of Pittsburgh and benefits from 
and cooperates with research by the school in information science- Research scientists 
at NASA Research Centers are available by special arrangements for advice and 
discussion with KASC industrial clients. 


SPECIAL SCOPE FEATURES: Retrospective and current awareness searches may be performed on 
single files or on all KASC held files which are suitable. A search of more than one 
file on a given subject is called a Mulit-file search. Additional service is given in 
the form of categorized and analyzed results from many files. The Latter service is 
performed by an appropriate subject specialist and is known as a Project Survey. 


STAFF SUBJECT SPECIALISTS 

Na me 

Clough, E. 

Couli, J,. 

Geiger, G. E. 

Gratton, M. A. 

Lang, L. S. 

Lupish, R- P- 
Hiller, J. P. 

Pugh, n. J. 

Sze, T. W. 

Trout, H. E. 

Turkes, H. R- 


Su bject Sp e cialt y 

Marketing 

Chemical Engineering 
Mechanical Engineering 
Materials Handling 
Chemical Engineering 
physics; Electronics 
Civil Engineering 
Chemistry 

Electrical/Electronic Engineering 
Materials Handling 
Engineering Management 


Tel. No* and._ Kxt ..(xV 
(412) 624-5213 
(412) 624-5281 
(412)624-5235 
(412) 624-5306 
(412) 624-5214 
(412) 6 24-5213 
(412) 624-5363 
(412) 624-5214 
(412) 624-5418 
(412) 624-53 07 
(412) 624-5262 


STAFF: Full-time - professional 9, nonprofessional 8^ total 17; partr-time -' professional 
11, nonprofessional 1, total 12. 


MOLDINGS: Abstracts/indexes; reference lists/bibliographies. 


OEIGiNAIl PAGE IS 
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A:. RDI No, S7500082 

KNOWLEDGE AVAILAEILITY SYSTEttS INFORttATION CENTER (KASC) 

DATA BANK RESOURCBSs 


Name or 
Acronym 

Description of Contents 

Range of Years 

No. of 
Records 

ABI flNFOM) 

Business 

71-75 

14,000 

APILIT 

Petroleum Literature 

64-75 

169,000 

APIPAT 

Petroleum Patents 

64-75 

86,000 

BIOSIS 

Biology 

72-75 

850,000 

CAIN-NAL 

Agriculture 

72-75 

120,000 

Chemical Abst, 
Coad, 

Chemistry 

68-75 

2,112,722 

CtlA-EttS 

Chemical and Equipment 'Marketing 

72-75 

22,000 

E. I, Compendex 

Engineering 

70-75 

285,000 

ERIC 

Education 

66-75 

192,000 

geo-ref 

Geosciences 

67-75 

239,000 

E b S Indexes 

Business-marketing 

72-75 

450,000 

FSTA 

Food 

72-75 

450,000 

in CLAIHS-CHEM 

Chem:. patents 

50-75 

350,000 

INSPEC 

Physics, electrical engineering, 
computers-control 

69-75 

600,000 

ISHKC 

Mechanical Engineering 

73-75 

30,000 

ISI (SCI) 

Life Sciences 

74-75 

650,000 

ITT-HIT 

Textiles 

66-75 

128,583 

ISI (SOC) 

Social Sciences 

72-75 

180,000 

LIBCON 

Library Congress Cataloging 

65-75 

837,000 

MATRIX 

Communications, Ecology, Urban Planning 

73-75 

15,000 

HETADEX 

Metallurg y 

66-75 

250,000 

MEDLINE 

Medical 

6 9-75 

1,503,071 

NASA 

Engineering-Life Science, Mgmnt^ 

62-75 

745,575 

NTIS 

Government Reports 

64-75 

320,000 

Nil 

News journals, N,Y. Times and others 

6 9-75 

1,031,190 

P-E NEWS 

Petroleum-business 

75 

500 

PREDICASTS 

DOMESTIC 

STATISTICS 

Statistics-Forecasts-History 

71-75 

90,000 

peedicasts 

INTERNATIONAL 

STATISTICS 

Statistics-Forecasts-History 

7 2-75 

100,000 

PSYCH ABST 

Psychology-Behavioral Science 

67-75 

120,905 

POLLUTION ABSTR 

Pollution- Environment 

70-75 

35,000 

SEARCH 

Chemical Markets 

72-75 

45,000 

SSIE 

Research in Progress 

74-75 

110,000 

SCI SEARCH 

Life Sciences 

72-74 

546,000 

WAA 

Aluminum 

68-74 

40,000 

WTA 

Textiles 

70-75 

46,652 


REPEEEIICE AMD QUEKT SERVICES^ RetrosJpective searches; selective ciisseiniTiatioh of 
information; state-of-the-art reviews; analytical studies- 

PHItlARY SOORCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy; microfiche copy, 

USER QUALIFICATIONS: General technology community, 

USER RESTRICTIONS: Hone, 

PRICING AHD SERVICES CHARGES: Charge to all users for all services- 
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ASPDI NO. S75000B3 


LEAK, JOHN 5., COKSnt,TAHTS 

ADDRESS: 3744 Valencia ftvenue 
San Bernardino^r CA 
92404 

TBI-EPHOHSs (714)a83-0773 

DIRECTOR: Leak, J. S. 

YEAR IKFORHATION SOURCE BEGAH: 1974 

HISSIOH: To lend technical expertise on a contractual or consulting basis in all aspects 
of flight and flight safety, including ground, explosives, life sciences, ant? systetus 
safety engineering* 

SUBJECT SCOPE; Safety analysis; Aeronautics; Aircraft flight instrumentation; Aircraft; 

Air facilities. 

flAJOE SUBJECT TERMS; Accidents; Accident investigation; Flight instruments; Aircraft 
safety; Airports; Landing aids; Air traffic control; Aircraft problems: Aeronautics; 
Civil aviation; Aerospace engineering. 

lESEARCa AHD DEVELOPHEHT ACTIVITIESr Consulting services in the areas of aircraft 
accident analysis, system safety and materials reliability, 

SPECIAL SCOPE features: To facilitate the extraction of accident data and statistics the 
following programs are available; 1) Self Generating Multiple Search Programs which 
retrieve data bank information under selective parameters established by the user; 2) 
Analytic Table Program which produces a matrix showing numbers of incidents common to 
two selected parameters; 3) Calculate Injury Programs which tabulate injuries received 
by aircraft occupants and non--o ecu pants; and 4) Accident data printouts for any 
selection criteria. 

STAFF SUBJECT SPECIALISTS: 

_ Ndme_ Su bject Special ty _Tel* and Ext__£xi 

Leak7 ““ Aircraft Safety ” “ 7^1 4f 9 3 3*0 77 3™ 

IHTEBKAL PUBLICATIONS: Technical reports; periodicals/journals; conference papers- 

DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No. of 

Acronym Record s, 

NTSB Data Files Probable cause and related information . 1964 to present all civil 

on ail civil aircraft accidents and accidents 

incidents 

REFERENCE AND QUERY SERVICES: Questions answered individually; state-of-the-art reviews; 
analytical studies; advisory and consulting services; referrals; scientific or 
statistical data retrieval/compilation (based on NTSB data bank), 

OTHER SERVICES: Courses/workshops; conf erences/symposiums. 

PRIMARY SOURCE DOCUHEKTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community ; government employees; government 
contractors. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services, 
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ASRDI No, S750008£i 


LIGHTMIMG ABD PRECIPITATIOH S-TMIC TEST LABORATOBt (HAVAIRSTSCOH) 

ADDRESS; systems Engineering Test Directorate 
Udval Air Test Center 
Naval Air StatioiVr Patuxent Eiverr BD 
20670 

DXHBCTOHs Campbell^ f Capt, 

'PAREET-SPOHSOR-HOST AFFILIATIOH; Naval Air Systems Command 

XBAH IHFORHATIOK SOURCE BEGAN; 1970 

HISSIOB; To support Naval Air Systems Command by providing a test and evaluation 

laboratory capable of evaluating lightning and p^static effects on Naval aircraft; to 
identity problem areas and initiate protection programs both in-house and on contract 
in these problem areas; to author and compile reports of test results relating to 
lightning and p-static effects on aircraft, 

SUBJECT SCOPE: Uechanics of structural failure; Han-machine hazards; Structural materials 
limitations (metallic and nonmetallic) ; Propellants, fuels, lubricants, hydraulic fluid 
safety; Fire, explosion and detonations; Dangerous materials; industrial safety 
manuals, codes, specifications, standards, etc,; Safety analysis, 

HAJOfi SUBJECT TERMS; Lightning; Aircraft safety; Materials; Shielding^ PUels; Safety 
analysis; Safety regulations, 

RESEARCH AND DEVELOPHBHT ACTIVITIES; Performs safety and mission related projects at NATC 
and on contract to protect aircraft from the direct and indii I affects of lightning 
and p-static. 

STAFF SUBJECT SPECIALISTS; 


Nates Sublect^Specialty Tel, No , and Fxt, txl 

NalKer, H, T- Lightning (301)863-4811 

Lane, R. F, Electromagnetism (301)863-4811 

STAFF: Full-time - professional 2, nonprofessional 2, total 4; part-time - professional 


4, nonprofessional 3, total 7, 

IHTERNAL PUBLICATIONS; Tecbnical reports, 

HOLDINGS; Reports and reprints; standards and specifications; total number of titles 400, 

EEFERENCE AND QUERY SERVICES; Questions answered individually; advisory and consulting 
services; referrals, 

PEIHARY SOURCE DOCUMENTS AVAILABLE ON REQUEST; Hard copy available from command, 

DSEB Q0ALIFICATIOBS; General technology community; government employees; government 
contractors, . 

USER RESTRICTiOHS; Federal security clearance, 

PRICING AND SERVICES CHARGES; Charge for non -government users, 
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ASEIDI Mc. S75OOO05 


LIGEiTNIHG AHD TRANSIENTS RESEARCH INST* (I-TRI) 

ADDRESS: 25i1 Summer Street 
St^ Paul, HN 
55113 

TELEPHONES (512) 631-1221 

DIRECTOR; Rubb, J. D. 

YEAR INFORMATION SOURCE BEGAN: 1946 

MISSION: Sdtety of aircraft from atmospheric electricity. Transient effects on electrical 
electroiiic systems* 

SUBJECT SCOPE; Safety analysis; Aircraft problems; Safety engineering; Electricity and 
magnetism; Electronic and electrical engineering, 

MAJOR SUBJECT TERMS: Electricity; Safety engineering; Safety analysis; Instruments; 
Lightning; Aircraft safety, 

RESEARCH AND DEVELOPMENT ACTIVITIES; Research on lightning and static electrification 
ertects on aerospace vehicles, electronic systems and power transmission systems. 

SPECIAL SCOPE FEATURES; Areas or special interest include lightning hazards protectior 
ar4d static electrification into aerospace vehicles (fuel systems, electrical-avionic 
systems,, structures, personnel) : lightning protection for power and electronics 
systems; triggering of natural lightning. 


STAFF SUBJECT SPECIALISTS: 

subj e ct Specialt y ?.glr--Mp,^and ( k)^ 

Robi>, J. D- Aerospace Engineering (612) 6 31-1221 

Chem, T, Shock Waves; Electronics (612)631-1221 

Newman, M. Lightning (612)631-1221 

Herriman, J. H. Power Supplies {612)631-1221 


STAFF; Full-time - professional 4, nonprofessional 3, total 7; part-time - professional 
0, nonprofessional 3, total 3. 

INTERNAL PUBLICATIONS; Technical reports; conference papers. 
holdings: Reports and reprints; total number of titles. 

REFERENCE AND QUERY SERVICES; Questions answered individually; referrals- 
PBIMARY SOURCE DOCUMENTS AVAILABLE Oh REQUEST; Not available. 

USER QUALIFICATIONS: General technology community; staff or members of affiliated 
organizations. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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ASRDt Ho. S7500086 


LOCKHEED RADXATIOK PHYSICS GROUP 

ADDRESS: Palo Alto Research Laboratories 
3251 Hanover Street 
Palo Alto, CA 
94304 

TELEPKOHEr (415) 493-4411 
- DIRECTOR: Kumer, J. B- 

PAREKT-SPOHSOH-HOST AFFILIATIOH: Lockheed Palo Alto Research Laboratory 
YEAR INFORHATIOH SODRCE BEGAN: 1966 

HISSION: To gather and analyze ll alpha and Heliant data pertaining to active solar 
atmosphere regions; to study interaction with earth atmosphere. 

SUBJECT SCOPE; Atmospheric physics; Extraterrestrial environmental hazards. 

MAJOR SUBJECT TERMS: Atmospheres; Extraterrestrial environments; Solar radiation; 
Radiation; Thermal radiation; Radiation belts; Air. 

STAFF SUBJECT SPECIALISTS: 

subject S pecialt y _Te.l^.„Kp. and E xt^ (x l_ 

Kumer,”j”i. Atmospheres; Physics (JTs) 493-4411 ext 45332 

Kuiander, J. L. Physics ^415) 493-441 1 ext 45241 

Schoolman, S. A. Solar Radiation; Information Retrieval (415)493-4411 ext 45262 

IHTERNAL PUBLICATIONS: Indexes; technical reports; statistical compilations, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; statistical 
compilations. 

EEFEBEHCS AND QUERY SERVICES: Questions ansvered individually. 

USER QUALIFICATIONS: Ad hoc permission. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users- 
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ASRDI Ho. S7500087 


LOS ALAHOS SCIEKTIFIC LABORATOSI, CRYOGENIC EHGXHEERIHG SECTION (LASL) 

ADDRESS^ Los Alanios Scientific Laboratory 
HS764 

P.0* Boi: 1663 
Los AlanoSr 
67545 

TELEPHONE: (505)667-4838 

DIRECTOR: Keller, M. E., Q-26 group leader 

PAEENT-^SPONSOB-HOST AFFILIATIONS University of California, Los Alamos 

YEAR IHFDRNATIOK SOURCE BEGAHi: 1943 

HISSIOHr The Cryogenic Engineering Section is engaged in developing advanced systems in 
support of other LASL programs; basic research in lov-temperature physics, cyrogenic 
engineering, and applied superconductivity as veil as the determination of engineering 
properties of materials at low temperatures. 

SUBJECT SCOPE! cryogenic safety; Space vehicle problems; Propellants, fuels, lubricants, 
hydraulic fluids safety; Power sources; Naterials; Laboratories, test facilities and 
test oguipment; Nuclear science and. technology; Physics; Thermodynamics; Particle 
physics; Plasma physics; Hasers and lasers; Fluid mechanics* 

HAJDR SUBJECT TERNSi Physics; Fluid tnechanics; Physical properties; Cryogenic fluid 
safety; Liquified gases; Hydrogen; Thermodynamics; Nuclear physics; Nuclear energy: 
Spacecraft ; Energy ; Fuels; Electricity; Power supplies; Superconductors. 

BBSEARCH AND DEVELOPNENT ACTIVITIES! Cryogenic target development for accelerated 

particle experiments, solid hydrogen target development for laser applications, heat 
transport in cryogenic fluids under conditions of zero gravity, the role of liquid 
hydrogen In a possible future economy based on hydrogen as a portable fuel, and the 
large scale applications of superconductivity. 

SPECIAL SCOPE FEATURES! The Section* s capabilities include sophisticated refrigeration 
systems, gas-handling systems, cryopumping systems, and various diagnostic systems as 
reguired. 

STAFF SUBJECT SPECIALISTS! 

__Name_, : Subject Specialt y Tel. .No. and Ext, fx) 

Keller, W. E. Superconductors 750 5)T667-4838 

Edeskuty, F. J« Liquid Hydrogen (505)667-4240 

STAFF: Full-time - professional 11, nonprofessional 20, total 31; part-time - 
professional 0, nonprofessional 0, total 0. 

internal PUBLICATIONS! Technical reports; periodicals/iDurnals; conference papers; 
reference lists/bibliographies. 

REFERENCE AND QUERY SERVICES! Questions answered individually; referrals. 

OTHER SERVICES: Courses/workshops ; cottferences/syinposiunjs. 

PRIHARY SOURCE DOCUHENTS AVAILABLE on REQUEST! Hard copy. 

USER QUALIFICATIONS: Immediate staff or members; government contractors. 

USER RESTRICTIONS: Federal security clearance- 

PEICING AND SERVICES CHARGES: Charge for user outside organizatit. 
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ASRDI HO. S7500088 


fllAHOFACTORXKG CHBHISTS ASSOCIATION, IHC«, IHFORHATIOH SBRTICES (HCA) 

ADDRESS^ 1825 Connecticut Avenue, N. W. 

Washington, DC 
20009 

TELEPHOHE: (2Q2K481-6126 

DIHECTORi Carnes, J* R, 

XEAR INFORMATION SOURCE BEGAH^ 1872 

HISSION; Tnrough its four operating committees - Technical Government , Relations, public 
Relations and Inforoation Services, the association seeks to promote sate and clean 
practices in the manufacture, transportation, handling and use of chemicals and 
chemical products, and to collect and disseminate published statistics and other data 
concerning the chemical industry. It also provides immediate advice for those at the 
scene of transportation emergencies involving chemicals through its Chemical 
Transportation Emergency Center (CHEMTHBC) • 

SUBJECT SCOPEc Industrial safety manuals, codes, specifications; Dangerous materials; 
Chemistry ; Industrial processes. 

HAJOR subject TERfISr Saf ety regulations; Safety procedures; Industrial safety; chemistry; 
Chemical properties; Chemical engineering; Chemical hazards; Toxicity; Shipping 
regulations; Environments; Fire hazards; Fire prevention; Accident prevention; 
Physiological hazards; Vehicles (land) . 

RESEARCH AKD DHVELOPHEHT ACTIVITIESs The development of new and specialized containers, 
eguiptnent, handling methods, and procedures for the safe transporting of chemical 
products* 

SPECIAL SCOPE FBATORESr NCA is able to provide expertise in the following areas related 
to the chemical industry; occupational health, transportation and packaging, chemical 
plant equipment, plastics and education. 

STAFF SUBJECT SPECIALIST Sc 

subject Spec ia lt y Tel. Ho * and Ejct*.(xj_ 

‘ Campbell, M. V. Information Retrieval 483-6126” 

Brown, H. Water Resources {202)483-6126 

Watts, S. Transportation {202)483-6126 

Zercher^ J- Information Retrieval {800)424-9300 

STAFF: Full-time - professional 32, nonprofessional 41, total 73; part-time - 
professional 0, nonprofessional 0, total 0* 

INTERNAL PUBLICATIONS; Book catalogs; handbooks/mUnuals; technical reports; statistical 
compilations; periodicaLs/journals; newsletters/trade literature; reference 
ixsts/bibiiographies; standards and specifications. 

HOLDINGS: Ahstcacts/indexes; reports and reprints; reference lists/bibliographies; 
standards and specif Ications; graphics/ tables; statistical compilations; films and 
slides. 

REFERENCE AND QUERY SERVICES; Questions answered individually; scientific or statistical 
data retrieval/compilation. 

OTHER SERVICES: On-site use of collection; reproduction/publicat ion services; 
cqurses/workshops; conferences/syntposiums. 

PRIHAHY SOURCE DOCUHEHTS AVAILABLE OK REQUEST; Hard copy. 

USEE QUALIFICATIONS; General technology community; immediate staff or members*.: 

USER RESTRICTIONS; None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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S75000B9 


ttASSACHUSETXS IHST. OP TECHHOLQST^ DEPEHTHEMT OP HECHAHICAL EKCIHEEBXRG (HIT) 

ADDRESS^ Massachusetts institute of Technology 
Sloan Laboratory 
Building 31 , 

Cambridge^ HA 
02139 

TELEPHOHE: (617) 2S3--3358 
DIRECTOR: Richardson, 

YEAR IHFORHATION SOURCE BEGARs 1865 


hXSSXOSI: The Department of Hechanical Engineering is devoted to education and research in 
the follouing fields: Hechanics, Fibers and Polymers, Textiles, Tribology, Acoustics 
and Viorations, Heat and Hass Transfer, Power and Energy, Biomedical and Snvironinantal 
Engineering, Design, Dynamics and Controls, and Transportation* 


SUBJECT SCOPE: Fibers and textiles; Acoustics; Chemistry J Wave propagation; Fire, 
explosion and detonations; Cryogenic safety* 

MAJOR SUBJECT TERMS: Textiles; Acoustics; Fire prevention; Fire protection; Fire 
fighting; Combustion; Liquified gases; Cryogenic fluid safety; Air pollution- 


RESEARCH AWD DEVELOPHEHT ACTIVITIES: Ongoing research projects include; physical and 
Chemical Kinetic Hodeis of Flame propagation and Inhibitic .i. Smoldering Combustion and 
the Transition to Flaming or Extinguishment, Safety Hazards of LNG Spills, and Aircraft 
Air Pollution* 


STAFF SUBJECT SPECIALISTS 

li^nis 

Toong, T* Y* 

Smith, P * 

Garris, G* A. 

Appleton, P. 

F lagan, 5* C* 

Fay, J* A* 

Heywood , J* B. 


Subje ct Sp ecia lty 

Fires 

Cryogenic Fluid Safety 
Acoustics 

Flame propagation; Fire Suppression 
Flame Propagation; Fire Suppression 
Liquified Gases; Cryogenic Fluid 
Safety 

Air pollution 


Tel* W o. an d Ext* (x ) 
■{617r253-3358 
(617) 253-4465 
(6 17) 253-2432 
(617) 253-2295 
(617)253-4322 
(617) 253-2236 

(617) 253-2243 


STAFF: Full-time - professional 50, nonprofessional 100, total 150; part-time - 
professional 1, nonprofessional 0, total 1- 


IWTERWAL PUBLICATIONS; Periodicals/ journals ; conference papers* 

HOLDINGS: Books; abstracts/indexes ; reports and reprints; periodicals; reference 
lista/bibliographles; standards and specifications; graphics/tables; statistical 
compilations; films and slides* 


REFERENCE AMD QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals* 

OTHER SERVICES: courses/workshops ; cpnferences/sytnposiums* 

PRIMARY SOURCE D0CUME5TS AVAILABLE OH REQUEST: Hard copy if not proprietary* 

USER QUALIFICATIONS: General technology community; government contractors* 

USER RESTHICTIDNS: None* 

PRICING AND SERVICES CHARGES: Charge for soqe services to qualified users* 
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ASBDI No* 57^00090 


! 


KCDOHNEL AIHCEIFT CO*, LXGHTHIHG SIMULAOlIOH X.ABORAMHT 

ADDRESS: HcDonnell Aircraft Company 
Box 516 
St* Louis, HO 
63044 

TELEPaONEs (314)232-5750 

DIRECTOR: Clifford, D* W* 

YEAR XNFORHATIOH SOORCE BEGAN: 1967 

HISSIOU: To pcovidd aircraft designers with the test capability needed to evaluate the 
susceptibility of aircraft hardware to lightning damage* 

SUBJECT SCOPE: Fire, explosion and detonations; Combustion and ignition; Fuels; Aircraft 
problems* 

BAJOE SUBJECT TERH5: Lightning; Combustion; Aircraft safety* 

RESEAHCH AND DEVELOPBEaT ACTIVITIES: Performs continual evaluation of lightning 

simulation techniques and equipment in relation to newly acquired knowledge of the 
natural environment* Performs development of new simulation equipment and techniques, 

SPECIAL SCOPE PEATUHBSj High voltage simulation to 5 million volts for the evaluation of 
lightning attachment behavior models and full scale components or aircraft and for the 
evaluation of dielectric structures and materials* High peak current simulation to 
. 200,000 amperes for damage asstssmsnt of structures and components and full scale 
aircraft. High coulomb simulation tor damage assessment related to continuing current 
lightning components. Windblown swept-stroke testing using wind speeds to 300 knots for 
evaluation of swept lightning stroke effects, including dynamic rastrike simulation. 

High voltage DC simulation to 400 kilovolts for field effects studies and dielectric 
systems evaluation. Facility is equiped with a full complement of photographic, 
equipment* 

STAFF SUBJECT SPECIALISTS: 

Subject S pecialty 

‘Clifford, D* tf* Lightning; Tests 

Scnulte, E. H. Lightning; Tests 

STAFF: Full-time - professional 4, nonprof essionai 8, total 12; part-time - professional 
0, nonprofessional 0, total 0* 

IHTEEHAL PUBLICATIONS: Technical reports; conference papers. 

HOLDINGS: Books; reports and reprints; statistical compilations; films and slides- 

REFERENCE AND QUERY SERVICES; Questions answered Individually; retrospective' searches; 
selective dissemination of information; state-of-the-art reviews; advisory and 
consulting services* 

OTHER SERVICES: On-site use of collection; conferences/symposiums; seminars. 

PRIHARY SOURCE DOCUHEHTS AVAILABLE ON REQUEST; Hard copy {reprints). 

USER QUALIFICATXOKS: General technology community* 

USER RESTRICTIONS; None* 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users- 
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Tel* No* and Ext*_^xi 
llliI7232-5033 
(314)232-5758 
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HETALS PROPERTIES COOHCXLr I«C^ (KPC) 

ADOEESS: 345 East 47th Street 
New Yorkr NY 
10017 

TELEPHONES (212)644-7693 

DIRECTOR: Schaefer, A. 0, 

YEAR INFORMATION SOOHCE BBGAHs 1966 

MISSION: To identify major unfulfilled needs for reliable data on the engineering 

properties of metals and alloys; to evolve, plan, and conduct programs for collecting, 
generating and evaluating such data so it may be useful; to arrange for making such 
data available promptly by reports, publications, correspondence or other means; to 
keep intormed of and to utilize the results of related activities, both national and 
international, in order to avoid duplication of effort; and, to act as co-sponsor, with 
tne American society of Mechanical Engineers and the American Society of Testing and 
Materials, of the Joint Committee on Effect of Temperature on the Properties of Metals, 
and to raise funds for financing the activities of the Joint committee. 

SUBJECT SCOPE: Metals; Composite materials; Structural engineering; Mechanics of 
structural failure; Structural materials limitations (metallic and nonmetallic) ; 
Corrosion and degradation. 

MAJOfi SUBJECT TERMS: Materials; Molybdenum; Metallurgy; Mechanical engineering; Reactor 
safety; Liquified gases; Materials tests; Fatigue (materials); Corrosion; Mechanical 
properties- 

RESEARCH AND DEVELOPMENT ACTIVITIES: Current projects include: effects of temperature and 
stress on carbon and alloy steel; temper embrittlement in chromium molybdenum steels; . 
development of tests of creep-fatigue interaction; surveillance testing of nuclear 
reactors as a check on the effects of irradiation; developing critical property data of 
zircaloy tubing in nuclear reactors; stress-corrosion data on materials for propellers 
tor super-tankers; and fracture toughness of heavy commercial steel plates used in the 
construction of storage tanks. 

STAFF SUBJECT SPECIALISTS: 

! Subje ct Speci alty ; Tel- No- and KK t- ( x) . 

Schaefer, 0^ Materials; Metallurgy (2127644-7693 

INTERNAL PUBLICATIONS: Technical reports; newsletters/trade literature; reference 
liots/bibliographies. 




ASHDI Ko, S7500092 


MATIQNAL BUREAU OF STANDARDS, CERTER FOB FIRE RESEARCH 

ADDRESS^ Building 22*)^ B-142 
HBshington^ DC 
20234 


TELEPHONE:: (301)021^3143 

DIRECTOR: Lyonsr J- W. 

lEAH INFORHATION SOURCE BEGAN: 1974 

MISSION: To insure the rievelopraent of a technical base needed in support of the national 
goal to reduce fire losses by 50 percent in the next generation* 

SUBJECT SCOPE: Combustion and ignition; Fire, explosion and detonations; physics; 
chemistry; Toxicology; Stress physiology; Industrial safety manuals, codes, 
specif icdtions, standards, etc,; Fibers and textiles* 

EAJOE SUBJECT TERNS: Chemistry; Combustion; Compressed gas; Consumer protection; Fluid 
mechanics; Fire hazards; Fire protection; Fire prevention; pj.res; Toxicity; Physics; 
Tests; Standards; Structural materials; Safety engineering; Physiological hazards; 
Hazardous materials* 


RESEARCH AND DEVEL0PHEH7 ACTIVITIES: Carries out research on the fundamental aspects of 
fires, develops fire safety test methods for use by government agencies and as proposed 
standards for voluntary standards groups; provides expert advice to model building code 
groups and regulatory agencies. 


SPECIAL SCOPE FEATURES; Mew test methods concepts for consumer products, particularly 
finishings and apparel; test methods for building materials; full scale fire testing 
capabilities, permitting furnished rooms and similar structural interiors to he 
instrumented and studied during controlled fire conditions. Ths Center maintains an 
active program, largely on grants and contracts, on combustion product toxicology* This 
includes expertise in analytical chemistry of combustion products, as veil as 
supporting laboratory studies on the toxicology of these products- Research is also 
being carried out on flame intermediates, using a laser diagnostic approach, and on the 
fluid dyndmlcs surrounding room fires, using a variety of chemical and numerical 
modeling methods. 


STAFF SUBJECT SPECIALISTS; 


Name 

Subject Specialty 

"el. NO. and ; 

Qirk/, H. 

Combustion; Toxicity 

(301) 921-3834 

Buclibinder, B* 

Fire Hazards 

{101)q21-32«6 

ftockett, J- 

Fires; Physics 

(301) 921-3242 

Huggett, C- 

Chemistry; Fires 

(301) 921-3771 

■rfinger, J* 

Fire Prevention 

(301)921-3116 

GLOSS, 0* 

Fire Prevention; Construction 

(101)921-3461 

Davis, S. 

Fire Resistant Materials 

(301)921-3744 

Caster, ft. 

Fire Protection; Detectors 

(301) 921^.3387 

Nelson, ii« 

Fires 

(301) 921'3175 

Baum, H* 

Fluid Mechanics 

(301) 921-3242 

Robert son, A- 

Fire Hazards; Tests 

(101)921-3143 

Sowen, J*. 

Safety Analysis 

(301)921-3143 

Clarke, F* 

Telecommunications 

(301) 921-3143 

Benjamin, I- 

Fires; Standards 

(301) 921-3255 

Levine, R. 

Combustion; Engineering 

(301) 921-3845 

LyoLkS, J* 

Fire Resistant Materials 

(301)921-3143 

Parker, iJ.,: 

..... Fires; Tests 

(301)921-3461 

Levin , B- 

Fires 

(301)921-3143 

Jason, N* 

Information Retrieval 

(301) 921-324'S 


STAFF; Full-time - professional 140, nonprofessional 0, total 140; part-*time - 
professional 0, nonprofessional 0, total Q* 


IHTEEHAL PUBLICATIOHS; Technical reports; per iodicals/JouruaLs; reference 

lists/biLliographies; magnetic tape bibliographic data; NB5 internal reports; NBS 
technical notes* 

HOLDINGS; Books 300; abstracts/indexes; reports and reprints 12,300; periodicals; 
standards and specif ications- 
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NATrONAL BUREAU OF STANDARDS, CENTER FOR FIRE RESEARCH 
DATA BAKK RE5O0RCES5 


Name or 
Acronvm 

Description of Contents 

Range of 

Years No. of 

gpcorris 

AXH-AF.H 

Education 

mi 

1 57ooo"~ 

ASX 

Federal statistics 

1974 


CAIN 

Agriculture 

1970 

675,000 

CiiEMCON 

Chemistry 

1958 

1,000,000 

C13 INDEX 

Congressional information 

1970 

I*, 500 

CDHPENDIX 

Engineering 

1970 

1*00,000 

KMC 

Education 

195B 

220,000 

GEO-REF 

Geology 

1967 

200,000 

IDC-LIbCON 

Catalogs of Library of Congress 

1965 

1,200,000 

INFORM 

Management and administration 

1971 

25,000 

IN3PHC 

Computers, physics, electronics 

1969 

700,000 

MEDLINE . 

Medicine 

1970 

500,000 

NTIS 

Government reports 

1964 

475,000 

POLLUIIOK 

Pollution control and research 

1970 

335,000 

PSYCHOLOGY 

psychology 

1967 

150,000 

ABSTRACTS 




S3IE 

All areas of science 

1973 



REFERENCE AND QUERY SERVICES; Questions answered individually; retrospective searches; 
selective dissemination of information; state-of--the-art reyiews; advisory and 
consulting services; referrals; bibliographic abstracts; scientific or statistical data 
retrie val/compilation. 

OTHER SERVICES: On-site use of collection; interlibrary loans; reproduction/pubiication 
services* 

USER QaALIFICATIOHS: General technology community; government employees; government 
contractors. 

USER RESTRICTIONS; None; federal security clearance (classified material). 

PRICING AND SERVICES CHARGES; All services free to qualified users. 
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NATIONAL BtIRBAD OF STANDARDS, FIRE HESBABCH INFOHSATIOW SERFICBS (FRIS) 

ADDRESSc National Bureau of standards 
Bld^w 225^ Hut* A 46 
Washington, DC 
20234 

TELEPHONE: (301)921-3246 

DIRECTOR: Jason, N. K- 

lEAE INPORHATION SOOBCE BEGAN: 1971 

HXSSXOK: TO operate an information service in the subject area of fire research for, and 
to provide technical information service to, the Center for Fire Research Staff 
(National bureau of Standards) and to other users of fire information. 

SUBJECT SCOPE: Aircraft problems; Space vehicle problems; Fire, explosion and 

detonations; Industrial safety manuals, codes, specifications, standards; Dangerous 
materials; Plastics; Fibers and textiles; Toxicology- 

HAJOR SUBJECT TERMS: Fire prevention; Fire resistant materiala; Fires; Fire hazards; Fire 
fighting equipment; Spacecraft; Combustion; Detectors; Warning systems; Textiles; 
Plastics; Materials tests; Hazardous materials; Transportation; Toxicity ; Protective 
equipment; Aircraft safety; Fabrication; Structural materials: Fite extinguishing 
agents* 

STAFF SUBJECT SPECIALISTS: 

Name 5ubject_^S pec l aity . X§,ii_fi2a an d Ext - (x) 

Jason, N- H- Information Retrieval; Fires (301)921-3246 

STAFF: Full-time - professional 1, tionprofessional 2, total 3; part-time “ professional 
1, nonpcofessional 0, total 1. 

INTERNAL PUBLICATIONS: Technical reports; newsletters/trade literature- 

HOLDINGS: Boohs; reports and reprints; periodicals; reference lists/biblxographies; films 
and slides; total number of titles 12,000; range of years of total 1945-prQsent* 

REFERENCE AND QUERT SERVICES: Questions answered individually; referrals* 

OTHER SERVICES: On-site use Of collection; interlibraty loans- 

PHIMARY SOURCE DOCDMEHTS AVAILABLE OK REQUEST: Not available- 

OSEE (2UALIFICATIONS; General technology community; government employees; government 
con tractors- 

OSBH RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES; All services free to qualified users, 
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ASHDI No. S7500094 


UATXQHAL BaREAU OF STAHDARDSc HBCHANICAL PROPERTISS SECTIOH 

ADDRESS^ National Bureau oE Jitandardu 
metallurgy Division 
Mechanical Properties Section 
Washington, DC 

TELEPHONE: (301)921-2951 

DIRECTOR: Christ, B. w. 

YEAR INFORMATION SOURCE BEGAN: 1913 

MISSION: Conducts basic and applied research on metals and metal Lurgj.cal phenomena of 
technological importance, operates facilities and provides services for (1) optical 
met lilography , (2) the determination of mechanical properties, [1) forming and heat 

treatment of specimens. Cooperates with other Government agencies in the investigation 
oi service failures and provides other agencies with consultation and advisory service 
in metcLllurgical matters. 

SUBJECT SCOPE: Structural materials limitations (metallic and nonmetallic) ; Metals; 
Corrosion and degradation; Coatings, colorants and finishes. 

MAJOR SUBJECT TEBBSd Accident investigation; Structural failure; Failure; Explosions; 
rtaterialsj Magnetic properties; X-rays; Metallurgy; Mechanical properties; Corrosion. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Current research includes: development of a test 
methodology for hydrogen embrittlement studies on intermediate strength steels; 
devriiopment of equipment which will permit uniaxial tensile testing at constant true 
strain rate; and development of a standard austenite reference material intended for 
the calibration of X-ray equipment used to determine austenite levels in steels. 

SPECIAL SCOPE FEATURES: Section expertise is also available in failure avoidance study 
and failure analysis- 

Zlt 1- No> a nd F xt.,lx)__ 
(301)921“293U 
(301)921-29*51 
(301)921-2977 
(301) 921-2997 
(301)921-33^5 
(301) 921-2945 
(301)921-2094 
(301) 921-3619 
(301)921-2998 
(301) 921-2953 
(301) 921-2191 

STAFF: Full- tin>6 ■' professional 15, nonprofessional 1, total 16; part-time - professional 
1, nonprofessional 0, total 1- : 

INTEBHAL pDBLICATIOHSs Technical reports; per iodicals/journals; conference papers; 
standards and specifications. 

BBFERESCS ASD QUEEI SEHVICESz Questions answered individually; selective dissemir.atior- of 
information; advisory and consulting servlces- 

OSHEH SERVICES; Gonf erences/symposLums. 

PEiaARy SOURCE DOCUHEHTS AVAILABLE OH BEQUEST; Hard copy. 

OSEB QUALIFICATIONS: Government employees; government contractors. 

DSEE BESTRICTIQHS; None. 

PRICING AND SERVICES CHARGES; Charge to all Users for all services. 

' DECENSSP 1975 

OBIGINAIi RAGE 'S 
OF POOR guAiM 


STAFF SUBJECT SPECIALISTS; 

; Na me _ 3 u hi e c t s p eg i a lt 

EacIyT”- Metallurgy; Mechanical Engineering 

Cbi-i 5 t, B. W. Plasticity 

dewit, R- Mechanical Properties 

Interrante,. c. G. Failure Analysis 

Simmons, J- A. Mechanical properties 

iJniith, J. H. Fracture Mechanics 

Kruger, J. Failure Analysis 

Bettocci, U# Failure Analysis 

Melmed, A. Failure Analysis 

Iverson, W. P. Pollution 

ArcLose, J. R. Failure Analysis 
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NATIONAL CARGO BNREAD, INC. (NCB) 

ADDRESS: 1 World Trade Center 
suite 2757 
Mew York, NY 
10048 

TELEPHONE: (212)432-1280 
' DIRECTOR: Saoiniis, Capt, 5. F, 

YEAR INFORMATION SOURCE BEGAN: 1052 

HISSIOH: Inc, is dedicated to the safe loadingi storage^ securing and unloading of 

cargo on all vessels and the safety of shipboard cargo handling gear through the 
application or uniform standards. Certificates issued by WCB may be accepted as prima 
facie evidence of compliance with the provisions of the Dangerous Cargo Act and the 
Rules and Hegulations for Bulk Grain Cargo, 

SUBJECT SCOPE: Dangerous materials; Containers and packaging, 

tiAJOB SUBJECT TERMS: Safety regulations; Hazardous materials; Shipping regulations; 

Cargo, 

EESEARCH AMD DEVELOPHEHT ACTIVITIES: Active participation in the Inter-Goveriiinental 
Maritime Consultative Organization serving on the Sub-Comniittee on the Carriage of 
Dangerous Goods; the S ub-Cojumittee on Containers and Cargoes; the IMCO Code of Safe 
Practice for Bulk Cargoes such as ores and ore concentrates and similar cargo when 
carried in general cargo vessels; serves on the Technical and Research Conmittees of 
the Marine Section of the National Safety Council, 

SPECIAL SCOPE FEATURES: The development of standards and specifications for the safe 

stowing and shipping of various types of cargoes. Consulting and advisory services also 
available for passenger, cargo ^ tank derrick barge and miscelianeous vessels* 

STAFF SUBJECT SPECIALISTS: 

■ - ; S u b jQct_ Spec ia ltjf_. 

WilsoHr Capt, G* A, Cargo; Shipping Regulations 

Dobsoiir capt, R* C, cargo; Shipping Regulations 

Farnsworth, Capt, W, L, Cargo; Shipping Regulations 
Currie, Capt, A* B, Cargo; Shipping Pegulations 
Miles, Capt, F, B- cargo; shipping Regulations 

STAFF: Full-^time - professional 5, nonprof PssionaI12r total 17; part-time - professional 
0, noiiprofessional 0, total 0, 

INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports; standards and 
specifications, 

FOLDINGS: Reports and reprints ; reference lists/hibliographies; standards and 
specifications. 

REFERENCE AND QUERI SERVICES; Questions answered individually; selective dissemination of 
intarmation; analytical studies; advisory and consulting services; referrals; 
scientific or statistical data r etr ieval/compilation* 

PHIMARI SOURCE DOCUMENTS AVAILABLE ON BEQUEST: Hard copy. 

USER gUALIFICATIOHS: General technology community* 

U/3ER RESTRICTIONS: None, 

PRICING AND SERVICES CHARGES: Charge to all users for all services- 
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Tel* No*_and Ext, (x) 
1 ^ 047 ^ 22-2393 
{504) 522-8400 
(713)224-5496 
(415) 9B2-0795 
(312)646-2131 


ASPDI No, S7f5000^6 


NATIONAL CENTER POR HEALTH STATISTICS {HCHSJ 

ADDRESS: Health Resources Administration 
US Public Health service 
5600 Fishers Lane 
Rockville, HD 
20852 

TELEPHONE: (301) Ua3-1200 

DXPECTOH: Hargulies, H, 

PAHENT^SPOKSOE:^HOST APFILIATIONj: Health Fesources Administration, public Health Service 

YEAR INFORMATION SOURCE BEGANi 1960 

MISSION: To collect, analyze, and disseminate general purpose, vital, and health 

statistics and to develop health, demographic, and related statistics to serve present 
diid tuture needs of all segments of health and related professions, 

SUBJECT SCOPE; Physiology; Mathematics and statistics; Dangerous materials, 

MAJOR SUBJECT TERMS; Consiiraec protection; Information retrieval; Physiology; Hazardous 
materials; Combustion; Medicine; Statistics. 

RESEARCH AND DEVELOPMENT ACTIVITIES; Development and design of a publication which wouli 
tunctioii as an index to health topics covered in the Vital and Health Statistics Series 
in whicii data is presented according to demographic and socioeconomic variables, 

SPECIAL SCOPE FEATURES; A professional staff, including statisticians, mathematical 

statisticians, physicians, dentists, demographers and sociologists, collects, analyze*; 
and disseminates vital and health data in such areas as natality, mortality , marriage 
and divorce, morbidity, disability, and use of health services* 

STAFF SUBJECT SPECIALISTS; 

Nu me h;i ect Specia lt y Tal, N o, a nd Fxt^Jx) 

Zugzdd, H- Statistics; Medicine {301)4^3-1616 

STAFF: Full-time - professional 500, nonprofessional 0, total 500; part-time - 
professional 0, nonprofessional 0, total 0. 

XNTEfiMAL PUBLICATIONS: Technical reports; statistical compilations; reference 

lists/bibliographies; graphics/tabular materials; magnetic tape bibliographic data. 

HOLDINGS: Reports and reprints; standards and specifications; statistical compilations, 

REFERENCE AND QUERY SERVICES; Questions answered individually; selective dissemination of 
information; state-of-the-art reviews; advisory and consulting services; scientific or 
statistical data retrievai/compilation, 

OTHER SERVICES: Conf erences/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OK REQUEST: Not available, 

USER QUALIFICATIdKSi General technology community, 

USER RESTRICTIOHS: None, 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users, 

DECEMBEP 1975 


109 


ASPDI IJo. 57500C97 


I 


NiTXOJfAL FOREST PRODUCTS ASSOCIATIOH fNFPA) 

ADDRESS^ 1619 Hassachusetts Avenue^ Ktf 
Wddhington^ DC 
20036 

TELEPHONE: (202)332-1050 

DIRECTOR: Hodges, F. D- 

TEAR IKFORHATIOM SOURCE BEGAN; 1902 

NISSlONt NFPA If the representative of the forest industries on national issues 
concerning the growing, manufacture and use of solid wool products, 

SUBJECT SCOPE; Industrial safety codes, specifications, standards, etc,; Structural 

mat eridls limitations (metallic and nonmetalltc; Construction equipment, materials and 
supplies; Wood products; Structural engineering. 


MAJOR SUBJECT TERMS; Structural materials; standards; stress analysis; Fires; structural 
engiriGering; Fire hazards; Fire prevention; Forest fires; Fire insurance. 

SPECIAL SCOPE FEATURES; KPPA performs the following services: 1, Generates and supports 
legislation and programs to promote a continuing flow of both public and private timber 
to wood using industries; 2, Generates and supports legislation and programs to protect 
the timber base from ejccessive withdrawals tor non-timber use; 3, Works with government 
agencies to formulate, monitor, and admini^iter public and private forest programs; 
Encourages government supported research to expand wood product markets, lower 
production costs and increase the volume and quality of timber available to meet the 
nation*^ wool fiber needs; 5, Evaluates and interprets pending leglGlation and events 
affecting the industry; 6« Arranges for forest industry spokesmen to testify on 
hearings affecting the industry; 7* Communicates industry policy on important 
legisidtion, programs and regulations to Congressmen, Congressional Committees, the 
White House and Executive Departments; Works with model, state, county and local 
building code officials and with fire insurance officials to insure fair treatment fh 
building regulations and fire insurance, 9* Provides technical assistance to Federal 
agencies in preparing, revising and reviewing government specifications and standards 
for wood products used in Federal construction programs; 19. Develops engineering and 
technical data for building code and fire insurance activities; 11. Sponsors the Wood 
Industry Careers program to attract qualified young people to the wood industry; 12. 
Develops Information programs aimed at Congress, the Administration and Executive 
Departments; 13. participates in and helps lead the Forest Industries council- 


STAFP SUBJECT SPECIALISTS 

Name ; 

Hewett, F. 

Prange, G, 

Buchan^ K, 
ditchings, W, 

Holcombe, P. 

Purcell, F, 

King 


Sub^ect^Spe pi alty 

Information Retrieval 
Information Retrieval 
Standards; construction 
Standards 
Wood 

Fire Insurance 
Information Retrieval 


3l£i^ Ho._and. Ext.J[x) 
"(2021332-1 050'" 
(202)332-1050 
(202) 332-1050 
(202) 132-1050 
(202) 332-1050 
(202) 332-1050 
(202) 332-1051 


INTEHHAL PUBLICATIONS5 Technical reports; newsletters/trade literature; standards and 
specifications. 

HOLDINGSi Standards and specifications. 
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HATIONAL GEOPHTSICAL AND SOLAE-TEBRESTBIAL DATA CEMTEB (HG5DC) 

ADDBESSi Hdtioinal Oceanic and Atmospheric Administration 
Boulder r CO 
60302 

TELEPHONE; (303) 499-1000 eKt 6215 

DIRECTOR; ShapXey, A, 

PARENT-SPOMSOE-HOST affiliation; National Oceanic d \ttnospheric Administration 

lEAB INFORMATION SOURCE BEGAN; 1957 

MISSION; To conduct international exchange of geophysical and solar-terrestrial 

observations in accordancv.^ with the principles set forth by the International Council 
oi Scientific Unions* 

SUBJECT SCOPE; Earth sciences and oceanography; Extraterrestrial environmental hazards; 
Wave propagation* 

MAJOR SUBJECT TERMS; Earth sciences; Cosmic rays; Electromagnetic radiation; 
Eiectromawjnetic interference; Extraterrestrial environments; Environments, 

STAFF SUBJECT SPECIALISTS; 

Sub~ject Specialt y Tel. No- and Ext, (x) 

Shapiey, A, H, Aerospace Engineering (303)499-1000 ext 6215 

Lincoln^ J, V* Astronomy (303)499-1000 ext 6323 

Meyers, H* Earth Sciences (303)499-1000 ext 6521 

STAFF; Full-time - professional 34, nonprofessional 35, total 69; part-time - 
professional 3, nonprofessional 35, total 38, 

XHTEEHAL PUBLICATIONS; Randbooks/manuals; indexes; technical reports; statistical 
compilations; graphics/tabuiar materials, 

HOLDINGS; Books; abstracts /indexes ; reports and reprints 20,000; graphics/tables 
5,000,000; statistical compilations 50; films and slides; range of years of total 
1957-present, 

DATA BANK RESOURCES; 


Name or 
Acronym 

Description of Contents 

Range of years 

No* of 
Records 

SFR 

Solar Flare Reports 

1884-”“ 


ID 

Ionosphere Data 

1957- 


CRMS 

Cosmic Bay M,S. 

1969-1971 


61 (LEW) 

Geomagnetic Indices (Lenhart) 

1932- 


GI 

Geomagnetic Indices (AE, DST, HV) 

1901- 


SSPh 

Sun Spot Flux Reports 

1969- 


M3L 

Master Sta List (KDC-A) 


1,000 

CAT 

Catalog (KDC-A) 


U,000 


REFERENCE AND QUERI SERVICES; Questions answered individually; retrospective searches; 
referrals; scientific or statistical data retrievai/compilation* 

OTHER SERVICES: On-site use of collection; reproduction/pubiication services, 

PHIMARX SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy; microfilm copy; microfiche 
copy* 


USER QUALIFICATIONS; General technology community; immediate staff or members; staff or 
members of affiliated organizations; government employees; government contractors* 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES; Charge to all users for all services for reproduction of 
data, 

DECEHBEF 1975 
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ASRDI Ho. S7500099 


N&XIOHAL HIGBHAT TRAFFIC SAFEST ADKXH., TBCHHICAL BBFEBEHCE BBARCH (TRB-RHTSA) 

ADDRESS: Technical Reference Branch 
400 Seventh Street, SH 
Hashinqton, DC 
20590 

XEIEPHOHB; (202)426-2768 
’ DIRECTOR: Desmond, Hlnifced F. 

TEAR IHFORHATIOR SOURCE BEGAK: 1967 

* 

flXSSXOH^ to serve as an access point for reports generated by HHrSA and related 
documents^ 

snfiJECT SCOPE; Safety analysis; Human factors engineering safety, 

HAJO& SUBJECT TERHS; Highway safety; Transportation; Vehicles (land); Accident 
investigation; Accidents; Safety analysis; Safety regulations; Standards; 

Safety procedures* 

STAFF SUBJECT SPECIALISTS; 

_.K ame Sub^ect__Sp ec ia ].ty Tel, N o, a nd ;.Ext * (sc) 

Desmond, H* P* Highway Safety 7202^426-2768 

STAFF; Full-time - protassional 11, nonprofessional 7, total 19; part-time - professional 
0, non prof essional 0, total 0* 

IHTERNAL PHBLICATIOHS: Book catalogs; handbooks/manuals; indexes; technical reports; 
reference lists/bibliogcaphies ; magnetic tape bibliographic data, 

HOLDIMGS; Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; * films and slides; total number of titles 30,000. 

DATA BANK RESOORCES: 


Name or 
Acronym 

Description 

of contents 

. Range of Years 

No, of 
Records 

Highway safety 
literature 
(HSL) 

Citations 

and 

Abstracts 

1967- 

17,000 

Transportation 
Research 
information 
Service (TRIS) 

Citations 

and 

Abstracts 

Various 


Lockheed Dialog 

citations 

and 

Abstracts 

Various 



HEFEEBACE AMD QOEBY SERVICES; Questions answered individually; retrospective searches; 
advisory and consulting services; referrals; bibliographic abstracts, 

OTHER SEHVICESs On-site use of collection; interlibrary loans* 

FaittAEI SOURCE DOCUttENTS AVAILABLE OB REQUEST; Hard copy; microfiche copy, 

USER QUALIFICATIOBS; General technology comnunity, 

USEE EESTRICTIOHS; None. 

PRXCIBG AHD SERVICES CHARGESi Charge for some services to qualified users, 

DECEMBER 1975 


S7500100 


UkTlQnit IISST, OF OCCUPATIOHiL SAFFOJY AHD HEALTHi, tOXICOLOGT BHAMCH 

ADDRESS: National Institute of Occupational Safety and Health 
Toxicology Branch, USDHS 
1014 Broadway 
Cincinatti, OH 
45202 

TELEPHONES (513)684-3544 , 

DIEECTOH: Scheelr L. D. 

MISSION: To investigate the effects on humans of hazards and toxic materials found in 
industry- 

SUBJECT SCOPES Toxicologyi Dangerous materials; Hygiene and sanitation,; Biology* 

MAJOR SUBJECT TERMS: Toxicity; Hazardous materials; industrial hygiene; Industrial 
safety; Physiological hazards* 

RESEARCH AND DEVELOPMENT ACTIVITIES: Projects are conducted on studying the toxic effects 
on humans of materials and wastes found in industry* 

STAFF SUBJECT SPECIALISTS: 

^ iName __S_ubie qt. S pecial ty Tel. No* a nd E xt* fxl 

Scheel, L. D- Toxicity 7513)684-3544 

HOLDINGS: Reports and reprints* 

DECEMBER 1975 


ASRDl Ho, S7500101 


HATIOHAL OCEIKOGEAPHIC DATA CEHTSR (MODC) 

ADDRESS: 2001 Wisconsin Avenue N,W- 
Washington^ DC 
20235 

TELEPHONE: (202)634-7510 


DIRECTOR: Ochineror R- V- 

PARENT-SPOHSOR-HOST AFFILIATION: National Oceanic and Atmospheric Administration 
3fEAR INFORMATION SODRCE BEGAN: 1961 

MISSION: To acquire, process, exchange, store, and retrieve globally-oriented physical, 
chemical, and biological data and information related to oceanography, and to serve as 
a central depository for the nation's oceanographic data. 


SDBJECT SCOPE; Extraterrestrial environmental hazards; Earth sciences and oceanography; 
Biology; Environmental biology; Padiobiology ; Toxicology, 

MAJOR SUBJECT TERMS: Oceanography; Life sciences; Earth sciences; oxygen; Information 
retrieval; Extraterrestrial environments; Heteorology- 

SPECIAL SCOPE FEATURES: Extensive services of a complete oceanographic data center. 


STAFF SUBJECT SPECIALISTS; 

Name Subject Spec i al t y Te 1 * , H g j^a nd _ E jc t x ), 

Kuhn, R- Physics; Chemistry (202)634-7217 

Oceanography (202) 6 34-7214 

Collins, E, Life Sciences (202)634-7215 

Cooperraan, A- Meteorology {202)634-7394 


STAFF: Full-time - professional 80, nonprofessional 32, total 112; part-time- 
professional 0, nonprofessional 0, total 0, 

INTERNAL PUBLICATIONS: Handbooks/manuals ; indexes; technical reports; magnetic tape 
bitiiographic data, 

HOLDINGS: books; abstracts/indexes ; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specif ications; graphics/tables; statistical 
compiLdtions; films and slides; total number of titles 40,000- 


DATA BANK RESOURCES: 

Name or Description of Contents 

Ac r onym____ ^ - 

Oceanographic Nansen casts 
Station Data 
(SO) File 

Hechanical Bathythermograph Data 

h.ithythermo^raph 
lata File C'lBT) 

Expenddj^ie . 

3ithyth«;»riaogriph 
Data File (X3T) 

Surface Current Surface Currents 
Data Files 

Netherlands 193 Surface Currents 
Environmental Environmental Data Base Directory 
Data Index 


Range of Years 
T^3- 

1941- 

1962- 

1904-45 

1853-1931 

1850- 


No- of 

Records 

549779? 


782,204 


159,192 


1,934,000 


1,260,293 

4,200 


(ENDEX) 
Oceanic & 
Atmospheric 
iniormation 
Service 


Environmental Sciehces and Marine and 1774- 
coastal Resources 


(OASIS) 

individually; retrospective searches- 

advrsory and consulting services; referrals; bLliS^rapJic'Ibstr^ctr IcienJif 
statistical dataretrieval/compilation. apnrc aDsrrdcts, .scientific or 


ASHDI No. S7500101 


NATIONAL OCEANOGRAPHIC DATA CENTER (HODC) 

OTHER SERVICES: On-site use of collection; interlibrary loans; reproduction/publication 
services, • 

PRIMARY SOURCE DOCOHEHIS AVAILABLE OH REQUEST: Hard copy; microfilm copy; microfiche 
copy. 

USER QDALIFICATXOHS: General technology coraraunity. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for soms services to qualified users. 

DECEMBER 1G75 
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ASRDI Ho- S7500102 


KATXOHAL SAFETY COUMCIL 

ADDRESS: 425 North Hichlgan Avenue 
Chicago, II. 

60611 

TELEPHONE: (312) 527-4800 

DIRECTOR: Belkamp, B- G- 

YEAR INFORMATION SODBCE BEGAN: 1914 

MISSION: TO develop, deterniine and evaluate methods and procedures to prevent accidents 
and reduce the fatalities, injuries and economic losses resulting from accidents; and 
to provide leadership for adoption and use of those methods and procedures that best 
serve the public interest- 

SUBJECT SCOPE: Safety analysis; Behavioral and social sciences. 

MAJOR SUBJECT TERMS: Safety analysis; Accidents; Accident prevention; Accident 
investigation; Aircraft safety- 

RESEARCH AND DEVELOPMENT ACTIVITIES: The behavioral research staff conducts a variety of 
studies to define accident problems and evaluate the effectiveness of accident 
countermeasure progracis- 

STAFF SUBJECT SPECIALISTS: 

Name S ubject Speci alty Tel- No- and „Rxt- _ 

Kecht7”3r l 7" Statistics (312)527-4800 

INTERNAL PUBLICATIONS: Books; handbooks/manuals; indexes; statistical compilations; 
periodicals/journals; nevsletters/trade literature- 

HOLDINGS: Statistical compilations; films and slides. 

REFERENCE AND QUERY SERVICES: Questions answered individually- 

pfilCIHG AND SERVICES CHARGES: Charge for some services to qualified users. 

DECEMBER 1975 


ASFDI NO- S7500103 


NAVAL AIR ENGINBEHIHG CENTER (NAECl 

ADDHESSc Naval Air Engineering Center (NAEC) 

Lakehurst, NJ 
08733 

TELEPHONES (201) 323^2290 

DIRECTOR: Kirby, D. L, 

PARENT-SPOHSOR-HOST APFILIATI0H5 Department of the Navy 

YEAR INFORMATION SODECB BEGANl 1917 

MISSION; Xo conduct programs of research, engineering, development,, development test, 
systems integration, limited production, procurement, and fleet engineering support in 
aircraft launching, recovery, and landing aid systems, and ground support equipment for 
aircraft and airborne weapons systems- To support DOD standardization and specification 
programs* To provide aviation and other facilities in support of assigned programs and 
tor other activities as designated by appropriate authority* 

SUBJECT SCOPE; Aircraft problems; Reliability; cryogenic safety; Fuels; Oils, lubricants 
and hydraulic fluids; Laboratories, test facilities and test equipment. 

MAJOR SUBJECT TERMS: Ground support systems; Navigation aids; Fire fighting equipment; 

Cryoganic fluid safety; Fuels; oils; Reliability; Recovery; Quality control; Corrosion; 

Tests; Test equipment; Propulsion system performance; Launching; Landing aids- 

RESEARCH AND DEVELOPMENT ACTIVITIES: Conducts research and development in noise pollution 
analysis; NDT/I for engines; short field radar tests; containerization; oil analysis; 
noise suppression; hydraulics and fuels; cryogenic generation; corrosion control; high 
energy clutch, brake, and flywheel systems; v/STOL aircraft support; environmental 
pLotection; automated control of aircraft support, computer diagnostics, oil analysis I 

studies; remotely piloted vehicles. j 

STAFF SUBJECT SPECIALISTS: 

■ Name.: ; S u b je ct S pecialty Tel. No. and Ext, (k) _ j 

Kirby, D. Physics (201)323-2290 ! 

□’Donnell, Operations Research; Engineering (201)323-2391 

Management j 

Lata, E. Systems Engineering (201)323-2330 i 

■ i 

STAFF: Full-time - professional 339, nonprofessxonal 683, total 1022; part-time - I 

professional 0, nonprofessional 0, total 0* \ 

] 

INTERNAL PUBLICATIONS: Books; handbooks/manuals; technical reports; statistical ] 

compilations; newsletters/trade literature; standards and specifications; 
yraphics/tabular materials* 

HOLDINGS: Reports and reprints; periodicals; standards and specifications; 
graphics/tables; statistical compilations; films and slides. 

REFERENCE AND QUERY SERVICES: Questions answered individually; state-of-the-art reviews; 
analytical studies; advisory and consulting services; scientific or statistical data 
retrieval/compilation. 

OTHER SERVICES: Beproduction/publication services- 

PHIMARY SOURCE DOGUMEHTS AVAILABLE OH REQUEST: Hard copy. | 

USER QUALIEZCATIQHS: Government employees; government contractors. ] 

USEE RESTRICTIONS: Federal security clearance. I 

PRICING AND SERVICES CHARGES: All services free to qualified users. I 

DECEMBER 1975 
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ASEDI Ho. S7500104 


HA7AL HHSEAHCH LABOEATOHY (BBI.) 

ADOBESS: 4555 Overlook Avenue SH 
Washingt-on, DC 
20375 

'TELEPHOMEj (202) 767-2357 

DIRECTOR c iJedry , J. T. , Capt, 

PARENT-SPQHSOB-HOST AFFILXATIOKr Department of the Navy 

YEAR XNFORHATION SOURCE BEGAN: 1923 

MISSION: To conduct a broadly-based multidisciplinary progran of scientific research ani 
advanced technological development directed toward new and improved materials, 
equipment, techniques, systems, and related operational procedures for the Navy. 

SUBJECT SCOPE: Electronics and electrical engineering; Space technology; Physical 
oceanography; Communications; Metals; Physics; Mathematical sciences; Chemistry; 
Acoustics; Dangerous industrial radiation; Extraterrestrial environmental hazards; 
propellants, fuels, lubricants, hydraulic fluid safety; Structural materials 
limitations (metallic and nonmet allic) ; Space vehicle problems. 

MAJOR SUBJECT TERMS; Acoustics; Cosmic rays; Electromagnetic radiation; Fatigue 

(materials); Hydraulics; Lubricants; propellants; Fuels; Information retrieval; Solar 
radiation; Reachor safety; shock; Vibration; Electronics; Instruments; Nuclear 
radiation; Phy^rics; Chemistry; Structural materials; Extraterrestrial environments. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Performs scientific research and development for 
Systems commands and offices of the Navy, the Department of Defense and other agencies. 


Tel. Ho. and Ext, fx) 
(202)767-^57 

XKTBBHAL PUBLICATIONS: Books; bandbooks/manuals; abstracts; indexes; technical reports; 
periodicals/ journals; conference papers; reference lists/bibliographies. 

HOLDINGS; Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/iixbliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides language tapes and microfichet 

DATA BANK RESOURCES: 

Name or Description of Contents 

^ 

DIALOG Journal literature 

SPIN Physics journals 

REFERENCE AND QUER? SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; advisory and consulting services; referrals; 
translations. 

OTHER SERVICES: On-site use of collection; accession of new acquisition lists; 
interlibrary loans; reproduction/publication services. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy; microfUm copy. 

USER QUALIFICATIONS: Immediate staff or members; government employees; government 
contractors. 

USER RESTRICTIONS: Federal security clearance- 

PRICING AND SERVICES CHARGES: All services free to qualified users. 

DECEMBER 1975 


Range of Years No. of 
R eco rds 


STAFF SUBJECT SPECIALISTS; 

^^Hame^ S ubj e ct S p ecialty 

Raster, D. P. Physics 
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ASRDI No. S7500105 


HAVIL WEAPONS S0PPOHT CBHTBH (KAVWPHSOPpCtR) 

ADDRESS; Co [It man ding Officer 
NAVWPKSffPPCTR 
Crane, IN 
47522 


DIBBCTOR; Harsischky, G. tf, 

PARBNT-SPONSOR-HOST AFFILIATION; Department of the NaVy; Indiana tlniv, 
tEAR XNFORNATIOH SOURCE BEGAN; 1967 

tflSSION: To provide safety career development, education and training programs for 
Department of the Navy, military and civilian personnel in explosives, occupational 
transportation, systems, product, public, and general safety areas. , 


SUBJECT SCOPE; Han-machine hazards; Industrial safety manuals, codes, specifications, 
standards, etc^ ; Hygiene and sanitation; Fire, explosion and detonations; Safety 
analysis; Human factors engineering; Personnel development* 


NAJOB SUBJECT TEBNS; Human factors engineering; safety analysis; Personnel development; 
Industrial hygiene; Explosives; Hazardous materials; Industrial safety. 

BESEARCH AND DEVELOPHEHT ACTIVITIES^ Synthesize information from various sources of 
research data and publications in safety, systems analysis, management, science and 
engineering, medicine, law, and education to develop and maintain safety education and 
training programs consistent with the latest *'state of the art*** 


SPECIAL SCOPE PEATURESj The NAVSEASYSCQH Safety school»s expertise is In teaching the 
application of the principles of science and engineering, management, systems analyse"?, 
medicine, law, and human factors for the resolution of special safety hazards and 
safety risk management problems. 


STAFF SUBJECT SPECIALISTS^ 



iiarisischky, tf. 
Carper, U. E. 

Deaii, A. N* 

Jacobs, T- L* 

Leach., H. 

Bowers, H* N* 


S ub’j e ct Specialt y 

Fire Protection; Education 
Explosives 

Industrial Safety; Industrial Hygiene 
Product Safety 

Systems Engineering; Human Factors 

Engineering 

Education 


STAFF: Full-time - professional 13, nonprofessional 3, total 16; 
0, nonprofessional 4, total 4. 


tel. No . and Ex t, (x) 
^{8T2rB54-1432 
(812) 854-1432 
{B12j 854-1432 
(812) 854-1432 
(812)854-1432 

(812) 3 37-6325 

part-time - professional 


XHTERNAL POBLICATIOHS: Peference lists/bibliographies. 


HOLDINGS^ Books; reports and reprints; periodicals; standards and specif ications; films 
and slides; total number of titles. 4, 000* 

REFBEEHCE AND QOBHt SERVICES; Advisory and consulting services; referrals* 

OTHER SERVICES; Courses/workshops; conferences/syroposiums* 

PaiHARY SOURCE DOCBMEHTS AVAILABLE OH REQUEST; Not available, 

USER QUALIFICATIONS; Immediate staff or members; government employees; government 
contractors- 


USEB EE5TRXCTX0HS; Federal security clearance* 

PRICING AND SERVICES CHARGES: Charge for non-government users. 

nECEHBEI? 1975 

OEIGINAIi PAGEH 
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ASRDI Ko. S75Q0106 


NEW lOHK UNlV-r CBHTEH FOB SArEUT 


ADDRESS: Wdshington Square 
Hgw York, NY 
1Q003 

TELEPNOHE: (212) 59S“215fi (212)598-2158 (212) 598-2157 (212)598-2959 

0IREC!TOR: Grimaldi, J. V. 

YEAR INFOHHATIOH SOURCE BEGAN: 1930 

HISSIDN: To help the community, business and industry to reduce losses and the harmful 
efiects or hazards; to identify areas where safety problems and technology voids exist 
ar.d to Initiate research programs both in-house and on contract in these problem areas; 
to provide safety specialists for leadership in business, industry, government* 
education and military; to offer instruction for advanced degrees as well as non-degree 
specialist training- 

SOBJECT SCOPE; Safety analysis; Industrial safety; Nuclear safety; Safety engineering; 
Dangerous materials; Psychology; Environmental biology; Mathematics and statistics; 
Behavioral and social sciences; Man-machine hazards; Operations research; Dangerous 
industridl radiation; Fire, explosion and detonations; Cryogenic safety; 

Uioeiiginearing- 

MAJOR SUBJECT TERNS; Industrial safety; Industrial hygiene; Safety analysis; Systems 
engineering; Safety engineering; Highway safety; Fire hazards; Reactor safety; 
psychology; Physiological hazards; Human factors engineering; Hazardous materials; 
Structural engineering. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Performs safety related research progects on 
contract to industry and government,, including traffic safety program management, 
analysis of vehicle behavior in the presence and absence of billboards, use of optical 
sound motion pictures in driving while intoxicated arrest cases, persona] factors In 
safe operation of motor vehicles; occupational biomechanics, biomechanics of lifting 
and material handling, use of biomech/^nical profiles in work measurement, 
electromyographic kinesiology in the analysis of work situations and hand tools, 
ergonomic evaluation of a redesigned surgical instrument, antihistamine effects on 
motor skills and vigilance; evaluation of state Industrial safety codes; development of 
a critical review of the literature pertaining to childhood accidents; delayed alcohol 
effects on work safety. 

SPECXAL SCOPE FEATURES: The Center ^s expertise is safety science and education in the 
areas of management, occupational safety and health, systems safety engineering, safety 
analysis, hazard control, traffic safety, evaluation of safety manuals, codes and 
specifications, industrial hygiene, military safety, psychology of hazard control. 
Research is being pursued in perceptual and cognitive capability during hangover; 
psychogenic effects of air ions; occupational biomechanics and ergonomics; traffic 
safety; nuclear safeguards and security- co-publisher of Safety Science Abstracts. 

STAFF SUBJECT SPECIALISTS: 

Na me Sub jec t spgciaI.tY_:___ TsI. hq»_ anl_ Ext. jxl_ 

Grimaldi, J. V. 

S lote, L- 

Tichauer, E. R. 

Elkow, J. D. 

Courtenay, I* 

Fla to, J. G- 
. Dalton, W- F- 

Gordon, J. B- 
Rolnick, B- 
Smulevitz, A. R- 
Lipsbn, M* 

Karaghevzoff , T- 

STAFF: Full-time - professional 7, nonprofess ional 4, total 11; part-time - 
30, nonprafessional 0, total 30- 

IHTERNAL PUBLICATIONS: Handbooks/raanuals; technical reports. 


Safety Engineering; Industrial Hygiene 
Human Factors Engineering; Systems 
Engineering 

Human Factors Engineering; Safety 
Engineering 

Education; Traffic safety; Safety 
Engineering 
Industrial Hygiene 
Industrial Hygiene; 

Industrial Hygiene; 

Systems Engineering 
Traffic Safety 
Legal Liability 
Legal Liability 
Security 

Traffic; Traffic Safety 


Industrial Safety 
Industrial Safety; 


( 212 ) 598 -2159 
{212) 598-2156 

(212)679-3200 ext 2196 

(212) 598-2156 

(212) 598-2156 
(212) 598-3698 
(212) 598-21 56 

(212)598-2156 
(212)598-2156 
{212) 598-2156 
(212) 598-2156 
(212) 598-2156 




ASRDI NU. S75Q4106 

NEW YORK UNIV.t CENTER. FOR SAFETY 

HOLDINGS: Books; abstracts/indexes; ceports and reprints; periodicals. 

BEFEBENCB AND QDERT SBHYICES: Questions ansHeced individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; analytical studies; 
advisory and consulting services; experimental studies. 

OTHER SERVICES: courses/vorkshops ; conferences/synposiuns. 

USEE QUALIEICAIIONS: Government employees; government -onttactors; industry. 

USER HESTRICTIOHSs Non 

PRICXHt^ SERVICES CHiEGES: Charge fou some services to qualified users^ 

DECEMBER 



i 


I 


i 






i 

i 





li 
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ASRPI No* S7S00107 


HDHDE.^THUCTI7E TESTING DATA SUPPORT CEKTEH (KDTSCJ 

ADDRESS; Soiithuest Research Institute 
B300 Culebra Poad 
Post Office Drawer 28510 
San Antonio^ TX 
7B284 

TSIEPHOHE: (312) 664-5111 

DIRECTOR: Gardner^ Cc G* 

PAHENT-SPONSOR-aoST AFFILIATION; Defense Supply Aqency; Southwest Research Institute 

TEAR INFORMATION SOURCE BEGAN; 1974 

MISSION: TO serve the uondestr active testing inf oraational needs of the US Governiuant and 
industrial community, with emphasis on the requirements of the Depactnent of Defense 
agencies, contractors and grantees, and other US Government agencies and their 
contractors* The Services ate also available to the private sector* 

SUBJECT SCOPE: Laboratories, test facilities and test equipment; Reliability; Metals; 
Composite materials; Structural materials limitations (metallic and nonmetallic) ; 
optics; AcQuetics; Ceramics. 

MAJOR SUBJECT TERMS: Nondestructive evaluation; Inforraation retrieval; Nuclear radiation; 
X-rays; Structural materials; Acoustics; Electromagnetic radiation; Hatecials; Magnetic 
properties; Quality control. 

RESEARCH AND DEVELOPMEMT ACTIVITIES: No research and development projects are initiated 
by NTDSC. Research and development services are available to NTDSC users. The following 
technical reports were generated by NTDSC: 1) Technology Assessment of 
Electromagnetic-Acoustic Transducer Technology; 2) State of the Art Sruvey on 
Ultrasonic Teistiiig; and 3) Proceedings of AFML Residual Stress Workshop. 

SPECIAL SCOPE FEATURES: The field of nondestructive testing embodies the entire spectrum 
of controlled material-energy interaction phenomena which may be used to evaluate the 
integrity of a material without impairing its serviceability, NTDSC maintains files of 
up-to-date technical data and information on the techniques, instruments, data 
processing and interpretation and standards employed for this purpose. 

STAFF SUBJECT SPECIALISTS: 

Na me ^ § ub ject_specia Ity 

Gardner, c. G. Information Retrieval; Nondestructive 

Evaluation 

King, h, B. Information Retrieval; Nondestructive 

Evaluation 

STAFF: Full-time - professional 3, nonprofessional 2, total 3; part-time - professional 
2, nonprofessional 0, total 2. 

INTERNAL PUBLICATIONS: Handbooks/manuals; technical reports; newsletters/trade 
literature; conference papers; reference lists/biblioqraphies. 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications. 

DATA BANK RESOURCES: 


Name or Description of Contents Range of Years No. of 

Ac ronym _ ^ , _ . Recor ds 

NTFILE NTDSC technical reports 1960-present 10,000 

TRFXLE DDC technical reports 1953-present 

WUFILS of current DOD contracts and current only 

projects 


REFEHEHCE AND QUERY SERVICES; Questions answered individually; retrospective searches; 
state-of-the-art reviews; advisory and consulting services; referrals; bibliographic 
abstracts. 

OTHER SERVICES: On-site use of collection; conferences/symposiums- 


Tel. NDj and Ext. ix]___ 

(5l5r684-5lTl”ext 2737 

(515)684-5111 ext 2361 
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ASRDI Ho, n7500107 

NONDESTnUCTiVE TESTIHG, DATA SUPPORT CEKTBR (HDTSC) 

PBIHABY SOURCE OOCUNEKTS AVAILABLE OH REQUEST: Not available. 

USER QUALIFICATIONS: General technology community; government employees; government 
contractors. 

USER RESTRICTIONS: Federal security clearance. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 


DECEMBER 1975 


I 


ASBDI Ho. S7^0010a 


HORTHBRK ABIZOHX DHI7., DEPT- OF PHYSICS 

XDDRESSs Code 

BOX 6010 ‘ 

NotthecR Arizona university 

Flagstaff, AZ 

B6001 

TSLEPHOHE: (602)623-2661 
director: Minis, H. R. 

SUBJECT SCOPE: Astronomy; Astrophysics; optical detection: Optics; Extraterrestrial 
enviconmeutal hazards. • 

UAJOR SUBJECT TERMS: Astronomy; Physics ; Electromagnetic intorf ecence; Extraterrestrial 
environments, 

RESEARCH AND DEVELOPMENT ACTIVITIES: New areas of research include studies of Lunar 
normal albedo and Heiligenschein using both Apollo photography and Earth-based 
astronomical photometry, ItMding to a digital file of Albedo and Heiliqenschein surge; 
development of digital image processing methods tor in-cots operator-independent 
automated photogrammetry; development of generalization of monoscoplc photoclinometry 
useable with arbitrary photometric functions; additional studies in radiative transfer 
in porous airless media; and uorlc on Martian wind systems. 

STAFF SUBJECT SPECIALISTS: 

Su h-iect S pecialty ^ Tel. Ho . a nd Ext, fxl 

Mildoy, B. L. Astronomy 7602f62l-266T ^ 

DBCEMBEP 1975 



ASt?DI No. S7500109 

HDRTHRESTSRB UHIVEBSITT TECHHOLOGICAL IlfST, , DESIGK AED DETELOPMERT CBHTBR 

ADDRESS: Technological Institute 
Noirthwestern University 
EVdnston, IL 

TELEPHONE: (:3l2) 492-1668 
DIRECTOR: Rath, G. J. 

SUBJECT SCOPE: Human factors engineering; Industrial processes; Behavioral and social 
sciences. 

HAJOR SUBJECT TERHSt Human factors engineering; Industrial safety. 

STAFP SUBJECT SPECIALISTS: 

Subje ct Suec ia lt y 

hath, G. J. Human Factors Engineering; Engineering ^13127492-3668 ^ 

Management 

DBCEMBti- 
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ASPDI No- S7500110 


HORTHttESTERH UNIV* , TRANSPOBTATIO!! CENTER LIBRARY 

ADDRESS; 1810 HinmaD Avenue 
Evanston^ IL 
60204 

TELEPHONE; (312) 492-5273 

DIRECTOR: Jacobson, B- 

TEAR INFORHATIOH SOURCE BEGAN; 1957 

BISSION; T?/ serv« the staffs of its two supporting organizationsr the Transportation 
center tiiid the Traffic Institute, as well as Northwestern Unive-rsity students and 
faculty and others concerned with research in and study of transportation* 

SUBJECT SCOPE; Safety analysis; Operations research; Air facilities* 

MAJOR SUBJECT TERMS; Transportation; Highway safety; Railroads; Aircraft safety; 

Operations research; Safety analysis* 

STAFF SUBJECT SPECIALISTS; 

KdGiG Su bject Specialty Te l-__No_,_and_gxt - ( x) 

Jacolaon, B* Information Retrieval (312)492-5273 

Full-rime - professional 5, nonprofessional 6, total 11; part-time - professional 
0, noiiprofGss ional 0, total 0* 

INTERNAL PUBLICATIONS: Abstracts; indeyres; reference lists/hibliogra phies* 

HOLDINGS; Books and pamphlets - 70,444^ abstracts/indexes; periodicals 1,000; reference 
lists/Diblioq-aphies* 

reference and query SERVICES; Kexerrals; custom abstracting and Indexing services; 
copyiitg; state of the art compilation. 

OTHER SERVICES; Interl ihrary loans - 

USER QUALIFICATIONS; General technology community* 

USER RESTRICTIONS; None* 

PRICING AND SERVICES CHARGES; Charge for use^r outside organization* 

DECEMBER 1975 




ASPDI No, J575001 11 


HUCLEAH REGULATORY COMMISSIONS OFFICE OF INSPECTION AND ENFORCEMENT 


ADDRESS; ofiice Inspection d.nd Enforcement 
US Nuclear regulatory Conraission 
Watihinqton, DC 

TELEPHONE: <301)45 2-74 73 
DIRECTOR; Knuth, D. F, 

YEAR INFORMATION SOURCE BEGAN: 1954 

MISSION: lo int'poct licensees of nuclear facilifcies> byproduct nuclear materials^ and 
special nuclear materLals for the health and safety aspects of their operations*. In 
addition tiie protection of licensed special nuclear materials from unauthorized uses 
are also inspected as appropriate for conformance with Federal requirements of rules or 
license CO n lit ions - 


[ : SUBJECT SCOPE: Nuclear safety; Nuclear shielding and protection; Physiology- 

MAJOR SUBJECT TERMS; Reactor safety; Physiological hazards; Inspection- 

! : RESEARCH AND DEVELOPMENT ACTIVITIES; Recommends research and development activities 

roiitod ro improving inspection techniques* Also sponsor development work related to 
iuproved analytical services performed by inspection personnel in the discharge of 
r - their activities- 

i SPECIAL SCOPE FEATURES: Nuclear industry inspections include onsite construction, 

opt^::rit ions, health physics, envirouniGntal safeguards, and vendor associated activitie?;. 
Also conducts investigations of incidents or accidents at licensed facilities* 

I STAFF SUBJECT SPECIALISTS: 

NuKie_ ; Su biQjCt_ Spe c ia Ity Te l- Mo* and Fz t- f 

KLutn, D. f 7 reactor Fafety ^ (3 0 t7u92-7 3 97 

r ■ ■ 

i 

= STAFF: Full-time - pro fess iona 1 300, nonprofessional TOO, total 400; part-time - 

pruiessional 0, nonpro fessional 0, total 0. 

INTERNAL PUBLICATIONS; Technical reports; statistical compilations; newsXetters/trade 
I ■ ii tiitat are* 

HOLDINGS; Reports and reprints; standards and specif ications- 

f ■ REFERENCE ASD QUERY SERVICES; Questions answered individually; advisory and consulting 

! ■ services; referrals. 

OTHER SERVICES: On-site use of collection. 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST; Not available* 

USER QUALIFICATIONS; Staff or members of affiliated organizations* 

[. USEE RESTRICTIONS: Federal security clearance. 

PRICING AND SERVICES CHARGES; All services free to qualified users. 

I ; DECB'-IBF? 1975 
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XSRDI Ho. S7500112 


OAK RIDGE ASSOCIATED UNIV., RADIATION EHERGENCX ASSISTANCE CENTER/TRAININC SITE (REAC/XS) 

ADDRESS: oak Pldge Associated [mlversltles 
SEAC-TS Pegistcy office 
Box 117 
Oak Pidyeg. *TN 
37830 

TELEPaOHE: {615)483-8411 (Day) or {615) 483-6351 (Night) 

DIRECTOR: Lushbdugh, C. C. 

PABENT-SPONSOR-HOST AFFILIATIOH; Energy Research and Development Administration 

lEAR IKFOREATIOH SOURCE BEGAKs 1975 

ttlSSIOii: To assist ERDA^ its contractors, and the general nuclear industry in training 
physicians, nurses, and paramedical emergency personnel in radiation-accident 
maiirtgement, and treating irradiated and contaminated persons; to maintain and update a 
iiumdn Radiation-Accident Data Bank which includes follow-up studies of 
radiation-accident survivors. 

SUBJECT SCOPE: Padiobiology; Dangerous industrial radiation; Radioactivity; Nuclear 
safety; Personnel training. 

MAJOR SUBJECT TERMS: Irradiation; Ionizing radiation; Reactor safety; Nuclear radiation; 
Radiation; Accidents; Personnel development; Education. 

RESEARCH AND DE7ELOPKEKT ACTIVITIES: To maintain a computerized system of Radiation 
Registries containing were possible the actual clinical histories and records of 
foliow-up of the course and fate of individual radiation-accident victims and 
survivors, and data on the nature and causes of radiation accident. A special data 
bank, developed through the combined support of EPDA and the National Aeronautics and 
space Administration {NASA) , contains the clinical records of about 3000 patients who 
received therapeutic total— body irradiation well documented in terms of radiation 
physics, dosimetry, 'and hematology. 

SPECIAL SCOPE FEATURES: BEAC/TS staff expertise allows for special programs of 
cooperation with other ERDA contractors on Health Assessment of Reactor Site 
Ccmalttees, long-term follow up and comparative studies of the morbidity and mortality 
of atamic workers who in the past were occupationally exposed to plutonium. 


STAFF SUBJECT SPECIALISTS: 

iidme ^ ^ 

mshbdugh, C. c. 

Hubner, K. 

Eicks, R. C- 
Cloutlec, B. J. 

Beck, tt-. L.. 
berger, J« D. 


5 ub gec t specia I t y 

Medicine 

Medicine 

Accidents; Statistics 
Education 
Education 
Reactor Safety 


Te l. No. and Ext-j(x)__ 
(615) 4 8 3-84lT”xt 215 
(615) 403-8411 ext 285 
(6 15) 483-8411 ext 275 
(615) 483-8411 ext 263 
(615) 483-8411 ext 263 
(615) 483-8411 ext 333 


STAFF: Full-time - professional 5, nonprofessional 7, total 12; part-time — professional 
0, nonprotessional 0, total 0. 

IHTEEHAL PUBLICATIONS: Handbooks/manuals; technical reports; reference 
iists/bibllographies; reprints. 

HPi.DXN6S: Reports and reprints; reference lists/bibliographies; statistical compilations. 

BErEBENCE AND QUEHI SERVICES: Questions answered individually; selective dissemination of 
intormation; advisory aiid consulting services. 


OTHER SERVICES: Courses/workshops. 

USEE QUALIFICATIONS: Ad hoc permission. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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&SRDI No, S7500113 


OAK aiDGB MWIOHAL LABORATONI, HEALTH PHYSICS DITISIQH (ORHL) 

ADDRESS: ORKLr PO Box X 
Oak Ridger 
37830 

DIRECTOR: Auxieu, J, A, 

YEAR IMFQEHATIOH SOURCE BEGAN: 1963 

HISSXOH: To research and develop new dosimetry concepts which will provide new or 

improved measuring devices for characterizing radiation fields in which human exposure 
mighr occur, 

SDBJECT SCOPE: Dangerous industrial radiation; Radioactivity; Isotopes; Nuclear 
instrutnentation; Miscellaneous detection, 

MAJOR SUBJECT TERMS: Radioactive isotopes; Detectors; Radiation; Irradiation; Reactor 
safety; Nuclear radiation; Environments; Ionizing radiation, 

RESEARCH AMD DEVELOPHEST ACTIVITIES: Design and test new types of dosimeter and dosimetry 
technigues under laboratory and field conditions^ build appropriate readers, prepare 
diid distribute standardised dosimeters and to organize dosimetry intercomparison 
studies at a national and international level* 

STAFF SUBJECT SPECIALISTS: 

Subj ect S E® c i a 1 1 y; ^ Tel^ No« and Ext , (x ) 

Gamma ge7 R- Dosimeters *(6 1 5) 483-“86n ext 3-15 92 

Thorngate, J* Spectroscopy (615)483-8611 ext 3-1592 

heywood, F* F, Radioactive Isotopes (615)483-8611 ext 3-1592 

STAFF; Full-time - profassional 17, nonprofessional 9, total 26; part-time - professional 
fa, nonprof essional 0, total 6, 

INTERNAL PUBLICATIONS: Technical reports; annual reports; critical reviews; reference 
lists/bibliographies. 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; standards and 
specifications, 

REFERENCE AND QUERY SERVICES: Questions answered individually; selective dissemination of 
information; state-of-the-art reviews; advisory and consulting services; refecrals- 

OTHEE SERVICES: Courses/ workshops; conferences/symposiums; dosimetry Intercomparison 
meetings, 

USER RESTRICTIONS: None (unclassified material) - 

PRICING AND SERVICES CHARGES: All services free to gualified users (charges for some 
materials) , 

DECEMBER 1975 




flSKDI Ho, S7500114 


OFFICE OP HA2ARDOnS MATERIALS (OHM) 


ADDRESS^ 2100 Second St. S.H. 

Washington, DC 
20590 

TELEPHOHB5 (202)426-0656 

DIRECTOR: Poberts, A- I- 

RAEEHT-SPOHSOR-HOST AFFILIATION: Department of Transportation 

tEAR INFORMATION SOURCE BEGAN: 1970 

MISSION: TO coordinate the development of regulations and issuance of notices of proposal 
rule-making for transportation of hazardous materials by all modes of transport except 
bulk shipments by water; to conduct compliance inspections of shippers of hazardous 
materials and manufacturers of specification packages used in shipments of hazardous 
materials; to maintain the central reporting system for hazardous materials; and to 
conduct training programs for shippers and carriers of hazardous materials. 

SUBJECT SCOPE: Dangerous materials; Ground transportation equipment; cryogenic safety. 

MAJOR SUBJECT TERMS: Cryogenic fluid safety; liquified gases; Transportation; Shippinq 
regulations; Accident investigation; Hazardous materials; Fire f5.ghting; Safety 
regulations; Fluorine. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Conducts research in packaging, hazardous materials 
classiiicatlon and information and service failures, 

STAFF SUBJECT SPECIALISTS: 


Name Sub-je ct specia lty Te 1 - H o, _and Kxt^ (x ) 

Burns, H, J- Chemical Engineering (202)426-0656 

Newmark, H- Fluorine (202)426-0656 

STAFF: Full-time - professional 28, nonprofessional 11, total 39; part-time - 


professional 0, nonprofessional 0, total 0. 

HOLDINGS: Reports and reprints; reference lists/bibliographies ; standards and 
specifications-, 

REFERENCE AND QUERY SERVICES: Ouestions answered individually; sta te-of-the*-art reviews; 
scientific or statistical data rstrieva 1/compilation, 

OTHER SERVICES: Conferences/symposiums. 

USER QUALIFICATIONS: General technology community* 

USER RESTRICTIONS: None^ 

PRICING AND SERVICES CHARGES: All services free to qualified users. 
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ASFDI No- S7500115 


OHIO STATE UNIV-, AVXATIOH HEDICXHE RESEAHCH LABOBATOHY 

ADDBESS: The Ohio State Univeusity 
400 H 12 Avenue 
Colambus,; Oil 
43201 

TELEPHOHEc (614) 422-3821 

DIRECTOR: Wickr R. L. 

YEAR IHFORHATION SOURCE BEGAN: 1960 

MISSION: Training physicians in the art and science of aerospace medicine; research lnt 3 
the man machine interface; and consultation service to the aviation industry in the 
area of pilot physical evaluation and aeromedical standards- 

SUBJECT SCOPE: Man-machine hazards; Physiology; Human factors engineering- 

MAJOR SUBJECT TERMS: Aerospace medicine; Medicine; Human factors engineering; Accident 
in vestigation- 

RESEARCH AND DEVELOPMENT ACTIVITIES: Current projects include studies into the effects of 
learning on pilot coordination tasks In fixed and rotary winged aircraft; pilot 
incapacitation rates and causes; and the effects of ethanol and drugs on pilot 
performance and flight- 

STAFF SUBJECT SPECIALISTS: 

Subject S p ecialt y No ^ ^nd Ex t, fx) 

Nick, R- L- Aerospace Medicine (614)^422-382™ 

ElLingson, H- V- Aerospace Medicine (614)422-3321 

Kkitehead^ E- J- Aerospace Medicine {614)422-3821 

STAFF: Full-time - professional 2, nonprofessional 2, total 4; part-time - professional 
6, nonprofessional 0, total 6* 

REFERENCE AND QUERY SERVICES; Advisory and consulting services- 

OSEE QUALIFICATXOVS: General technology community Aeroraedical community- 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users- 

DECEMBEK 1475 



ASRDI Ho. S7500116 


OHIO STATE awiy. PHYSIOLOGICAL FLUID HECHAMICS HESEARCH GROUP (PPH) 

ADDRESS: iJio-pedical Engineering Center 
fioom g 50, Sisson Hall 
1900 Coffey Road 
Columbus, OH 
43210 


TELEPHONE: (6 14) 4 22-95 24 ; (614) 422-8 1 22 


DIRECTOR; Nerem, E- H. 

hlSSlQN: fhe PFH Research Group consists of faculty members, graduate != 7 todents, and staff 
operating with each other in the interdisciplinary study of fluid mechanics related 
problems in physiology and biology. 


SUBJECT SCOPE: Han-machine hazards; bioengineering; Physiology; Stress physiology; Piuii 
inechan ics; Biology. 

HAJOR SUBJECT TEBflS: Hedicine; Physiology; Physiological hazards; Fluid mechanics; 
Aerospace medicine. 


RESEARCH AND DEVELOPMENT ACTIVITIES: Current projects include; cardiovascular, renal and 
respiratory effects of high intensity, intermediate duration, low frequency vibration; 
and other projects dealing with fluid mechanics and physiology. 


STAFF SUBJECT SPECIALISTS 



Nerem , R. M. 

Hamlin, R. L. 

Donne rberg , P. L. 
Karayannacos, P. E. 


Subje ct Spe cialty. 

Aerospace Engineering 

Physiology 

Medicine 

Medicine 


Tel. Ho . and E :ct, (w) 
7614)422-9524 
(6 14) 422-6031 
(614) 422-6031 
(614) 422-6031 


STAFF: Full-time - professional 4, non prof essional 1, total 5; part-time - professional 
14, r.onprofessionai 5, total 19. 

INTERNAL PUBLXCATIOMS: Technical reports. 


HOLDINGS: Reports and reprints. 

DSER QUALIFIGATIOMSr General technology community; immediate staff or members; staff or 
memijeEs of affiliated organizations; ad hoc permission; government employees; 
government contractors. 

USER RESTBICTIONS: Hone. 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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ASRDI Ho. S7500117 


OIL AHD HAZARDOUS MATERIAL TECHNICAL ASSISTANCE DATA SYSTEH (OHM-TADS) 

ADDRESS: Pacific Northwest Laboratory 
Bdttelle Memorial Institute 
Bor 999 
Richland, WA 
99352 

TBLEPHONEi (509)946-2665 

DIRECTOR: Dawson, G. 

PABBHT-SPOHSOR-HOST AFFILIATION: Battelle Memorial Inst. 

YEAR INPOBHATION SOURCE BEGAN: 1972 

MISSION: The oil and Hazardous Materials Technical Assistance Data System is an automated 
intortnation retrieval file designed to facilitate rapid retrieval of information on 
more than 900 oils and hazardous materials. The system is of great value for both 
on-line response to spill incidents and for summary evaluations relating to direct 
entorceraent and research activities. Information retrieval for spills of known and 
unknown materials is available- 

SUBJECT SCOPE: Dangerous raaterials/Gryogenic safety- 

MAJOR SUBJECT TERMS: Information retrieval; Hazardous materials; oils; Haste disposal; 
Cryogenic fluid safety; Reactor safety; Toxicity; Accidents. 

RESEARCH AND DEVELOPMENT ACTIVITIES; Update to 1975 includes in-house generation of 
aquatic toxicity data. 

SPECIAL SCOPE FEATURES: The OKH-TADS system includes a Wide variety of physical, 

chemical, biological, toxicological, air, land, and commercial information on oil and 
hazardous materials with the greatest emphasis being placed on the deleterious effects 
these materials may have on water quality. 

STAFF SUBJECT SPECIALISTS: 

S!iMsct_S£ecialti Te l. H o . a nd Ext, fx ) 

Dawson, G. Hazardous Materials (509)946-2665 

STAFF: Full-time - professional 6, nonprofessional 22, total 29; part-time - professional 
0, nonprofessional 0, total 0. 

BQLDIMGS: Books; reports and reprints; periodicals- 

DATA BARK RESOURCES: 

Name or Description of Contents Range of years No. of 

Acronym Records^ 

OHH-TADS Hazardous Material to 1975 850 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; advisory and consulting services, 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON BEQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; government employees; government 
contractors, 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all Users for all services. 

DECEMBER 1975 
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aSRDI NO. S7500118 


OLD DOHIHIOH OHIV., PERFORMANCE ASSESSMENT LABORAtORr (PAL) 

ADDRESS: Department of Psychology 
Old Dominion Dniversity 
Norfolk, VA 
23508 


TELEPHONE: (804)489-6535 

DIRECTOR: Alluisi, E. A. 

lElB INFORMATION SOURCE BEGAN: 1974 

MISSION: To plan and conduct research concerning man^s performance capabilities and the 
effects of temporal, environmental, and organismic stresses on complex human 
performance. Particular emphasis is given to investigations of vork behavior and the 
extent to which sustained performance is influenced by stress. Interdisciplinary 
programs of research and teaching are fostered in areas related to the biological, 
engineering, industrial, physiological, psychological, and social aspects of 
pecformance- 

SUBJECT SCOPE: Psychology; Human factors engineering; Behavioral and social sciences; 
Stress physiology; Physiology; Toxicology. 

MAJOR SUBJECT TEEMS: Human factors engineering; Industrial safety; Stress analysis; 
Vibration; Noise (sound); personnel development; Personnel selection; Psychology; 
Information retrieval; Human performance-, 

RESEARCH AND DEVELOPMENT ACTIVITIES; Research is conducted on the effects of stresses 
such as illness, continuous work, noise, sleep loss, and vibration on human performance 
and passenger ride quality. 

SPECIAL SCOPE FEATURES: The synthetic-woc k approach employed by PAL has been employed 
successfully for 15 years to measure the effects of various stresses on complex work 
performance. The multiple task performance battery (KTPB) which provides for the 
assessment of work behavior is one of the only three such batteries currently employed 
In performance assessment research. 


STAFF SUBJECT SPECIALISTS: 

Name^ 

Aditiils, C. J. ' 

Alluisi, E. A. 
Bernarditi, H. J. 

Coates, G. D. 

Gillen, H. B. 

Kirby, R. H. 

Mikulfca, P. J. 

Morgan, B. B- 


Su bject Special ty 

Human Performance 

Human Performance 

Human Performance 

Psychology; Human Perforraance 

psychology 

Human Perforraance 

Human Performance 

Human Performance; Human Factors 

Engineering 


Tel. NO., and Ext, 
(804) 489-6294 
(804) 489-6535 
(804) 489-6535 
(604) 409-6535 
(804)489-6294 
(604) 489-6535 
(804) 409-6535 
(804) 489-6535 


STAFF: Full-time - professional 10, nonprof essional 0, total 10; part-time - professional 
8, non professional 0, total 8. 


XHTKBMAL PUBLICATIONS; Abstracts; technical reports; periodicals/ journals*. 

HOLDINGS: Books; reports and reprints; periodicals; reference lists/bibliographies. 

REFERENCE AND QUERY SERVICES: Questions answered individually; advisory and consulting 
services; referrals. 

OTHER SERVICES; Courses/ workshops; conferences/symposiuras. 

USER QUALIFICATIONS: General technology community. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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RSRDI ST'iOOlig 


PEHRSYLViHIA SrCATE aSIY., APPLIED BESEABCH LABOBATOHT 

ADDRESS: Penn State Oniversity 

Applied Research Laboratory 

PQ Box 30 

State College, PA 

16301 

TELEPBOKEl i814) Q65- 1 395 
DIRECTOR: Johnson, J, C. 

PAREHT-SPOKSOH-HOST affiliation: Dept, of the Kavy 


YEAR INFOBHATION SODRCE BEGAN: 1965 

mssiON: To support the Department of the Navy and its contractors in the general area of 
torpedoes, including safety. Use of wide range of technical experience from other 
academic departments of the University. 


SUBJECT SCOPE: Combustion and ignition; Fuels; Operations research. 

BAJOR SUBJECT TERflS; Explosives; Fuels; Propulsion; Combustion; Fites. 

RE5EAHCU AND DEVELOPHENT ACTIVITIES: Power sources for propulsion, structural failures 
under high pressure, handling and storage safety, university has wide range of 
combustion projects in fuels. 


SPECIAL SCOPE FEATURES: Special facilities available include combustion laboratory, high 
velocity water tunnels, high pressure test facilities, large computer center, 
cryographic facilities, and reactor. 


STAFF SUBJECT SPECIALISTS: 

Na me_ 

Kiely, D- 
Key, C. 

Eissenhuth, R, . 

Faeth, G. 

Bland, R. 


Subjec t Spec ialty 

Propellants; Fuels 

Explosives 

Combustion 

Combustion 

Fites 


_ Tel^ No. and_Ext._[x} 

(814) 865^3405 
(814) 865-1741 
(014) 065-3743 
(814) 865-5467 


STAFF: Full-time - professional 212, nonprofessionai 7B, total 290; part-time - 
professional 0, nonprofessional 71, total 71. 


IHTEENAL PUBLICATIONS: Handbooks /manuals; abstracts; indexes; technical reports; 
conference papers; reference lists/bibliographies. 


HOLDINGS: Books; abstracts /indexes; reports and reprints; periodicals; films and slides; 
total number of titles 22,000- 

RBFEEEHCE AND QUERY SERVICES: Analytical studies; advisory and consulting services; 
custom abstracting and indexing services- 

OTHEH SERVICES: on-site use of collection; courses/workshops; conf erences/symposiums, 
PRIHARY SOURCE DOCUKERTS AVAILABLE ON REQUEST: Hard copy. 

USER QtlALIFXCATIOHS; General technology community. 

USER RESTRICTIOHS: None* 

PRICING AND SERVICES CHARGES; Charge to all users for all services* 
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ASRDI Ho. S7500120 


PEMHSYLVAHIA STJITE tTHIT., L&BOFATORt FOB HOUAH PEBFOBKAHCE RESBAECH 

ADDRESS^ 119 Noll Laboratory 

Pennsylvania State University 
University Park^ PA 
16802 

XELEPHOHE: (B14) 865-3453 
■ 0IBECXOB4 Buskirk^ E* F- 


HISSXOR: To investigate various aspects of the man-environment complex in order to better 
understana man's tolerance of environmental stress, his physiological and behavioral 
limits, and his potential for inducing beneficial change in himself or his environment 
to increase his prodiic tivi ':y or improve the quality of his life style- 


SUBJECT SCOPE; Bioengineering; Escape, rescue and survival; Life support; Physiology; 
Protective equipment; Stress physiology. 

HAJOE SUBJECT TBRHS: Physiology; Physiological hazards; Escape systems; Rescue 

operations; Protective equipment; Survival; Breathing apparatus; Human performance; 
Htiman factors engineering- 

BESEABCH AHD DEyELOPBEHT ACTIVITIES: Fields of research include-, obesity; respiratory and 
circulatory responses of miners to emergency; evaluation of heat stress; exercise 
stress testing; physiological consequences of aging; physical conditioning; and 
prevention of coronary heart disease- 


STAFF SUBJECT SPECIALISTS: 



Bus kirk, E.^R. 

Kamon, £. 

Barlett, L« 

Gdhagan, H* 

Hodgson, J* 

Koliias, J* 

Loomis, 

Hendez, J« 

■ Nicholas, W- C- 




Physiology 

Physiology; 

Physiology 

Physiology 

Physiology 

Physiology 

Physiology 

Physiology 

Physiology 


Human Factors Engineering 


Tel. No. and Ext-fx) 


(914) 865-3453 
(814) 863-0045; 
(B14) 865-3453 
f814) 865-3453; 
(814)865-3453; 
(814) 865-3453; 
(814)865-3453 
(014)865-3453; 
(814)865-3453; 


(814) 865-3453 

(014) B63-076B 
(B14) 865-4302 
(814) 865-3653 

(814) B63-0057 
(014) 865-7103 


tHTERHAL PUBLICATIOHS: Technical reports. 
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ASRDI Mo 


S7500121 


PHASE DIAGfiAHS FOR CEHAHISTS 

ADDRESS: national Bureau of Sta'idacds 
Washington^ DC 
20234 

TELBPHOHE: (301)921-3942 

DIRECTOR: cook, L* 

PARBNT-SPONSOH-HOST AFFIIIATIOH: national Bureau of Standards; American Ceramic Society, 
Inc. 

^EAH IHPORHATIOK SOURCE BEGAN: 1933 

MISSION: To collect phase diagrams of inorganic non-metallicr generally non^aqueous 
systems, and periodically publish them for the benefit of scientists and engineers in 
the various disciplines, who need and use such information. 

SUBJECT SCOPE: Ceramics, refractories and glass; Inorganic chemistry; Physical and 
general chemistry; Hiscellaneous materials. 

MAJOR SUBJECT TERMS: Physical properties; Chemical properties; Ceramics; Standards; 
Itefractories ; Glass. 

RESEARCH AHD DEVELOPMENT ACTIVITIES: In the volume presently being compiled, commentaries 
will be provided for each diagram, covering sources and purity of materials, methods, 
standards and physical properties data given in the references. 

STAFF SUBJECT SPECIALISTS: 

H5S§ Subject s p ecialty 

Cook, Lw chemistry (301)921-3842 

INTERNAL PUBLICATIONS: Handbooks/manuals; standards and specifications. 

HOLDINGS: Abstcacts/indexes; reports and reprints; periodicals: private communications; 
patents* 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
referrals; data collection; cooperative programs* 

USER QUALIFICATIONS: General technology community. 

USEE RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: All services free to qualified users. 
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ASRDI Ho. S7500122 


PICATIHHy ARSEHAL, SCIENITIFIC AND TECHNICAI, INFOBMATIOH DITISIOH (STINPO) 

address: ATIN: SARDA-TS-S, Building 59 
Dover, NJ 
07801 

TELEPHONE: (201)328-2914 

DIRECTOR: Varieur, L. 

PARENT-SPONSOE-aOST AFFILIATION: Dept, of the Array 

YEAR IHFOHHATIOIf SOURCE BEGAN: 1929 

HISSIOH: To serve as the technical library, technical rauseura and technical exhibits for 
the scientists and engineers in research and development technology and engineering at 
Picatinny Arsenal, and to act as the principal US Array depository of publications and 
docutneiits on ammunition, nuclear weapons, and related items. 

SUBJECT SCOPE: Ammunition, explosives and pyrotechnics; plastics; Fire, explosion and 
detonations; Physics; Chemistry; Electronics and electrical engineering; Navigation, 
communications, detection and countermeasures; Weapon effects; Propulsion, engines and 
fuels; Ordnance. 

BAJQR SUBJECT TERNS: Physics; Operations research; Explosives; information retrieval; 
Propellants; Pyrotechnics; Plastics; Lasers; chemistry; Electronics. 

STAFF SUBJECT SPECIALISTS: 

S ubject Spe c ia lty Te l. No- .and fxj_ 

VarieuE, N- L. Information Retrieval (201)328-2914 ^ 

STAFF; Full-time - professional 19, nonprofessional 16, total 35; part-time - 
professional 0, nonpro fessional 1, total 1. 

INTERNAL PUBLICATIONS: Technical reports; newsXetters/trade literature (bulletins). 

HOLDINGS: Books 46,000; abstracts/indexes; reports and reprints 150,000; periodicals 
{bound - 18,000); reference Lists/bibliographies; standards and specifications; total 
number of titles (periodicals) - 14,000- 

DATA BANK resources: 


Hdme or Description of Contents Range of Years No. of 

Acron ym Records^ 

Defense RDT and Reports on completed RDT and E efforts; 1951-to date 764,000 reports, 

E On-Line summary work units on ongoing RDT and E 75,000 work units. 

System (DDC) efforts* 10,000 planning summaries 


REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; referrals; bibliographic abstracts; 
translations- 

OTHBH SERVICES: On-site use of collection; accession of new acquisition lists; 
interlibrary loans; reproduction/pubiication services; courses/vorkshops, 

PHIS ARY SOURCE DOCUHEHTS AVAILABLE ON REQUEST: Nicrofiche copy 350,0 00 i 

USER QUALIFICATIOIS: Ad hoc per i'ission; government employees; government contractors. 

PRICING AND SERVICES CHARGES: All services free to qualified users. 
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ASPDI No, S7500123 


PICKLBSIHER, COHSOLTAHT 

ADDRESS: 410 Kramer Drive 
Vienna^ VA 
22180 

SUBJECT SCOPE: Hetals; Kechanlcs of structural failure; Nuclear safety, 

HAJOE SUBJECT TEENS: Zirconium; Titanium; Failure; Reactor safety* 

SPECIAL SCOPE FBATURBSs Technical expertise in areas of failure analysis includes LN6^ 

NG^ pipe lines, propane cylinders, flourescent light suspension tubes, components of 
gas explosions and the metallurgy of alloys pertinent to nuclear ^reactor technology, 

STAFF SUBJECT SPECIALISTS: 

N. atn e.^ Subject s p ecial ty T_el ,^.^N P, ang^gxtg, (x ). 

plckiesimer, h”l”" "’paliure^Analysis; Safety" Analysis t30ir973-4345'’' 

EEFEHENCE AND QUERY SERVICES: Questions answered individually and selectively, 

USER QUALIFICATIONS: Sovecnment employees; government contractors, 

PRICING AND SERVICES CHARGES: All services free to qualified users* 
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ASRDI No, S7500124 


PLASTICS TECHNICAL EVALUATION CEHTBB {PLASTEC} 

ADDRESS: pica-tinny Arsenal 
Dover# HJ 
07801 


TELEPHOHE: (201) 328-*U222 
dIHECTOB: Pebly# fl, E, 


PAEBHT-SPOKSOF-HOST AFFILIATION: Department of Defense 


ySAR IKFORHATION SOURCE BEGAN: 1960 

HISSION: To evaluate and disseminate technical information on current development# 

engineering and application of work in the field of plastics, adhesives,# and reinforced 
plastics. 

SUBJECT SCOPE: Composite materials; Adhesives and seals; Plastics; materials; Chemistry; 
Industrial processes; Containers and packaging. 

GAJOR SUBJECT TERNS: Information retrieval; Plastics; Elastomers; Materials; Adhesives ; 
Electronics; Chemistry; Composite materials^ 

RESEARCH AND DEVELOPHENT ACTIVITIES: Generates data for inclusion In aiL-HDBK-1 7A# 
Plastics for Aerospace vehicles: prepares state-of-the-art reports which may# by 
synthesis# generate new data from existing data. Develop materials property bank# 
including hazard/failure data. 


SPECIAL SCOPE FEATURES: End items and hardware oriented. Specializes in materials 

properties# processing and performance. Docs not specialize in research or on synthesis 
of polymers. 


STAFF SUBJECT SPECIALISTS: 


Nnme 

Anzalone#^Ar H* 
landrock# A. J, 
Pebly # H, B. 
Readdy# A* 
Slobodzinski# A. 
Titus# J, B, 
Haciejczyk, J, 


Sub ject_5pecia.l t V 

Information Retrieval 

Adhesives 

Plastics 

Chemistry; Electronics 
composite Materials 
Materials 
Materials 


STAFF: Full-time - professional 8# nonprofessional 2# total 10; 
2# nonprofessional 3, total 5. 


JiOs_and EiLt-ixL, 

(201)328-2778 
(201) 328-3109 
(201) 328-4222 
(201) 328-3189 
(201)328-3189 
(201) 328-2778 
(201)328-2778 

part-time - professional 


INTERNAL PUBLICATIONS: Handbooks/manuals; abstracts; indexes; technical reports- 

HOLDINGS: Books 300; ahs tracts/indexes 20,000; reports and reprints 20#000; periodicals 
100; reference lists/bibliographies 200; standards and specifications 500; total number 
of titles 21,000; range of years of total 15 yrs. 


DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No. of 

Acroijym ^ ' ' - Records 

Plasties and adhesives ~5 ” 20#000 


REFERENCE AND QUERY SERVICES: Questions answered Individually; retrospective searches; 
state-of-the-art reviews; analytical studies; advisory and consulting services; 
referrals; bibliographic abstracts; scientific or statistical data 
retrievdl/compilation. 

OTHER SERVICES: On-site use of collection. 


PBINABY SOURCE DOCOHENTS AVAILABLE ON REQUEST: Not available, 

USER QUALIFICATIONS: General tGchriology community. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to gualified users; charge for 
non-government users. 
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&SBDI Ho. S7500125 


PFOFESSIOHAL ilR TRAFFIC COHTROLLERS OBGAHIEXTIOU (PATCO) 

ADDHESSs 2100 M Streetf N.H. 
suite 706 
Washington, DC 
20037 

TELEPHOHE2 (202)296-6444 

DIRECTOR! Leyden, J. F. 

ICEAR INfORHATrOH SOURCE BEGAH; 1968 

HISSXOtf! To maintain and improve air safety, especially in the area of air traffic 
control. 

SUBJECT SCOPE! Safety' analysis; Air facilities; Aircraft flight instrumentation; 

Navigation and guidance; Personnel selection, training and evaluation. 

MAJOR SUBJECT TEHHS: Airports; Landing aids; Air traffic control; Civil aviation; Flight 
control; Flight instruments; Flight paths; Navigation aids; safety analysis; Safety 
procedures; Accident investigation; Accident prevention; Personnel development. 

RESEARCH AND DEVELOPKENT ACTIVITIES: Air hazards and accident analysis; safety 

recommendations, especially air traffic safety, vith a complete analysis of the present 
air traffic system to ascertain long and short range ways to improve it. 

STAFF SUBJECT SPECIALISTS: 

; S ubject Special ty Te l^_N o,,_a nd E xt .jx ) 

Biller, c. 0. Aircraft Safety; Accident ( 70 3) 35 6 -S{> 5!5 

Investigation 

STAFF: Full-time - professional 24, nonprofessional 0, total 24; part-time - professional 
0, non professional 1, total 1. 

INTEEHAL PUBLICATIONS: Technical reports; periodicals/iournals; newsletters/trade 
literature. 

REFERENCE AND QUEHI SERVICES: Questions answered individually. 

PRIM ARY SOURCE DOCUHEHTS AVAILABLE ON REQUEST: Not available. 

USER QUALIFICATIONS: General technology community- 

USEB RESTBICTIOHSS None. 

PRICING AND SERVICES CHARGES: All services free to qualified Users. 

DECEHBES 197S 


OEIGMAr PAGE IS 
m POOR 


ASRDI Ho. S7500126 


DIXOH SPEAS, ASSOCIATES 


APPRESSs 47 Hillside Avenue 
lidnhasset. Hew York 
t1030 

TELEPHOHE: (516) 627-7460 
DIRECTOR: Speas, R. D* 


PAREHT-SPOHSOE-HOST AFFILIATIOH: Planning Research Corporation 
YEAR INFOHHATIOH SOURCE BEGAN; 1951 

EISSXOH: To provide professional service organization for the aviation industry in the 
form of studies and recominendations primarily directed to airline transportationr 
airport planningt general aviation, and product analysis for aircraft and component 
manufacturers. Studies are conducted by experts in all phases of engineering, 
operations, economics, and marketing. 


SUBJECT SCOPE; Air facilities; Aircraft; Aircraft flight instrumentation; Human factors 
engineering; personnel selection, training and evaluation. 


HAJOH SUBJECT TEBUS: Maintenance; Airports; Aircraft safety; Environments; Human factors 
engineering; Navigation aids; Aircraft maintenance. 


STAFF SUBJECT SPECIALISTS; 

Name 

bornemann, D. 

Feir, J. 

Keitz, J. 

Miller, J- 
Robart, C- 
Singer, B. 

Harskow, H. 

Wempie, E, 


Subject S peci alty 

Computer Programmin g 

Aircraft Safety; Information Retrieval 

Flight Control 

Aircraft Maintenance 

Environments 

Airport Planning 

Air Traffic control 

Information Retrieval 


Tel.^No ^ and E xt, ( x) 
1516 ) 627-7460 
(516) 627-7460 
(516) 627-7460 
(516) 627-7460 
(516) 627-7460 
[516)627-7460 
[516)627-7460 
(516) 627-7460 


INTERNAL PUBLICATIONS; Handbooks/manuals; technical reports; statistical compilations; 
periodicals/ journals. 


HOLDINGS; Abstracts/indexes; reports and reprints; periodicals; reference 

lists/bihliographies; standards and specifications; graphics/tables; statistical 
compilations; total number of titles 2,000. 

REFERENCE AND QUERY SERVICES; Questions answered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; analytical studies; 
advisory and consulting services; referrals; scientific or statistical data 
retrieval/compilation- 

OTHBB SERVICES: On-site use of collection. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS; General technology community. 

USER EESTRXGTIOHS: None. 


PRICING AND SERVICES CHARGES; Charge to all users for all services. 
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ASRDI No, S7500127 


RAILROAD RESBAHCH IHPORMATIOH SERVICE (asrS) 

ADDRESSi Transportation Research Board 
National Academy of Sciences 
2101 Constitution Avenue^ 

Washington, DC 
20418 

TELEPHONE: (202) 389-6611 
director: Houser, F. N* 

PAEENT-SPOHSOR-HOST AFFILIATION: Federal Failroad Administration , 
lEAR INFORMATION SODRCE BEGAN: 1973 

MISSION: Jo collect, classify and disseminate information covering the entire range of 
railroading and railroad technology, 

SUBJECT SCOPE: Propulsion, engines and fuels; Communications; Ground transportation 
eguipmeut; Fire, explosion and detonations; Dangerous materials; Industrial safety 
manuals, codes, specifications, standards, etc, ; Safety analysis; Human factors 
engineering; Snow, ice and permafrost; Soil mechanics; (Electrical) components; 
Electronic and electrical engineering; Metals; oils,, lubricants, and hydraulic fluids; 
Corrosion and degradation; Mechanical, industrial, civil and marine engineering; 
Methods and equipment, 

MAJOR SUBJECT TERMS; Railroads; Railroad accidents; Propulsion system performance; 
Vehicles (land) ; Human factors engineering; information retrieval; Transportation; 
Maintenance, 

STAFF -SUBJECT SPECIALISTS: 

fid me su bject Specialty Te l, No, ^nd„ Ext, Jx),_ 

Houser, F, Railroads ~ ^ {202) 389-661? 

STAFF: Full-time - professional 3, nonprofessional 1, total 4; part-time - professional 
0, nonprofessional 0, total 0, 

INTERNAL PUBLICATIONS: Abstracts; indexes; periodicals/journals; reference 
lists/bibliogra phies, 

HOLDINGS; Abstracts/indexes; reference lists/bibliogcaphies; standards and 
specifications; total number of titles 6100; range of years of total 1973-, 

DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No, of 

Acronym . Re co rd s 

” Comprehensive U,S^ fi International ” 1973-complete ^9400 
Railroading Information 

REFERENCE AND QUERY SERVICES; Retrospective Searches; selective dissemination of 
information. 

OTHER SERVICES: Reproduction/publication services. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST; Hard copy. 

USER QUALIFICATIONS; General technology community. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES; Charge to all users for all services. 
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JlSR.n No. S750012B 


REYNOLDS HETALS CO,, TECHNICAL INFORHATIOH SERVICES (TIS) 

ADDRESS; Fourth and Canal Streets 
P-U. Box 2346 
hichiaond, VA 
23218 

TELEPHONE; {703)649-1411 
DIRECTOR: Dietsch, F. F. 

YEAS INFORHATIOR SO0RCE BEGAN; 1966 

HI5SI0N; To be responsible for the acquisition, storage and retrieval of all technical 
inroraiation required by the technical professional staff of the Reynolds Metals 
Company- 

SUBJECT SCOPE: Composite materials^ Metals; Containers and packaging; Corrosion and 
deyradation- 

HAJOR SUBJECT TERMS: Aluminum; Metallurgy; Corrosion; High strength alloys; Materials. 


STAFF SUBJECT SPECIALISTS: 

Na me ^ ?el > Ho. and Ext, fx) 

Dietsch, F. F. Information Retrieval - (7 03) 649-1411 “ 


STAFF: Full-time - professional s, nonprofessional 2, total 8; part-time - professional 
0, nonprofessional 0, total 0. 

HOLDINGS: Books 14,000; reports and reprints; periodicals- 

REFEREHCE AND QUERY SERVICES; Retrospective searches (literature) ; state-of-the-art 
revrews and compilations; translations- 

OTHEfi SERVICES: Xnterlibrary loans. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OR REQUEST: Microfilm copy. 

USER QUALIFICATIONS: Immediate staff or members; other libraries, 
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ASRDI Ho. S7500129 


aOYL&HCE, HERBERT COHSOLTAHT 

ADDRESS: 2013 Horth Inglewood Street 
Arlington, VA 
22205 

TELEPHONE: (703) 536-8694 

DIRECTOR: Boylance, H. H. 

HISSIOH: To provide safety consulting services with particular reference to the 
explosives safety aspects of weapons, including their explosive components and 
prrpellants, and to provide advisory services in these areas. 

SUBJECT SCOPEi Ordnance; Ammunition, explosives and pyrotechnics. 

aAJOH SUBJECT TERHSs Pyrotechnics; Propellants; Explosives; Safety procedures; Safety 
reguldtions- 

SPBCXAL SCOPE FEATURES: Expertise in all types of explosives, propellants, and 
pyrotechnics: facilities design and layout, including siting foe manufacture, 
processing, and research and development of subject items. Assistance in preparation of 
safety mar 4 uals and safety standards. 

STAFF SUBJECT SPECIALISTS: 

Name Su bject S pec ia lty Tel., Ho. and Ext-_(xl 

Royiance, H. H, Explosives; Safety Procedures 536-8694 

INTERNAL PUBLICATIOHS; Technical reports; conference papers. 

KEFBREHCB AND QUEBI SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 

OTHER SERVICES: Courses/worfcshops ; conf erences/sy mposiums. 

USER QUALIFICATIOHS: general technology community in explosives; ad hoc permission; 
government : contractors and activities, 

USEE RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services, 
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ASRDI No, S7500130 


SHORE, FIRE AND BURN FODHDATIOH, IHC. 


ADDRESS: 53 State Street 
Boston, HA 
02109 

TBLEPHONEl (617)742-1609 

DIRECTOR: Phillips, A, H., Dr, 

IBAR INFOHHATIOK SOURCE BEGAN: 1973 

HISSXON: to sponsor and promote public education on fire prevention and safety? to 
sponsor and promote scientific research on prevention, detection and control of fire 
dfitl on protection of the public and the firefighter therefrora, and to carry on medical 
research, including investigations and studies to discover, develop or verify knowledge 
reldting to the causes, prevention, diagnosis, and treatment of traumatic injuries, 
especially those resulting from heat, fire and chemicals Cincludlng burns, heat 
exposure, shock, oxygen deprivation and injuries due to the inhalation of irritant and 
toxic combustion products), and to collect, tabulate, and correlate data, all with a 
vit-w oi public dissemln ^lon of knowledge and information in these areas, 

SUBJECT SCOPE: Fire, explosion and detonations; combustion and ignition, 

;HAJOR SUBJECT TERMS; Fire prevention; Fire fighting; Fires; Smoke; Combustion; Toxicity; 
burns (injuries), 

HESEARCB AND DEVELOPMENT ACTIVITIES: Investigation to determine the extent of the basic 
knowledge of teachers and students in the areas of fire safety, 

STAFF SUBJECT SPECIALISTS: 

Nb m §_ Subj ect S pecialty It 1 - _!i o a n d_ E x t - lx 

Phillips, A, W, Burns (Injuries) " (617)742-16 09' 

STAFF: Full-time - professional 1, nonprofessional 1, total 2; part-time - professional 
0, nonprofessional 35, total 35, 

INTERHAL PUBLICATIONS: Uandbooks/manuals; periodicals/journals* 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; standards and 
specifications; statistical compilations; total number of titles approximately 100. 

HEFBHENCB AND QUERY SERVICES: Questions answered individually; analytical studies; 
referrals; scientific or statistical data retrieval/compi lation- 

OTHBR SERVICES: On-site use of collection; courses/wbrkshops; conf erences/symposiums. 

PfilMAfiy SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy^ 

USER QUALIFICATIONS: General technology community; immediate staff or members; staff or 
members of affiliated organizations- 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users, 
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ASRDI No- S7500131 


SOCIETY FOR THE ADVAHCEHEHT OF HATERIAL KW PROCESS ERGIHEEBIHG (S&HPE) 

AODEESSc 66d South Asusa Avenue 
Box 613 

Azusa^ CA ^ 

91702 

TELEPHONE! (213)33^1-1810 

DIRECTOR; SEnith, H- 

YEAR INFOHHATIOH SOURCE BEGAN? 1943 

HISSIOM; To advance fnaterial-and^process technology for aerospace and other industries 
and to assist in coiamunicating technical information concerning material and process 
technology* 

SUBJECT SCOPE: Wlssile technology; Propulsion engines and fuels; Materials; Space 

teciinoioyy; Composite materials; Metals; Adhesives and seals; Coatings, colorants and 
finishes; Aeronautics; Electronics and electrical engineering- 

MAJOH SUBJECT TEHHS; Aeronautics; Aerospace engineering; Materials; Missiles; Propulsion; 
Electronics; Composite materials. 

RESEARCH AND DB7BL0PHEHT ACTIVITIES? Collection , compilation and dissemination of 
technical papers and information presented at SAMPE's Annual Meetings. 

STAFF SUBJECT SPECIALISTS? 

Name S u b-iec^^Sp ec ia lty ^ T el . No . ^ nd Ext.jx} 

Smith, lU Materials; Composite Materials (2T3f334-1 0?O ^ 

STAFF? Full-time - professional 2, nonprofessional 3, total 5; part-time “ professional 
0, nonprofessional 0, total 0, 

INTERNAL PUBLICATIONS? Books; technical reports; periodicals/iournals; newsletters/trade 
liteudture; conference papers; reference lists/bibliograpHles. 

HOLDINGS: Books; periodicals; total number of titles 100* 

REPERENCE AND QUERY SERVICES: Questions answered individually: selective dissemination of 
information; referrals. 

OTHER SERVICES: Co urses/workshops ; conf erences/sy mposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; immediate staff or members. 

USER RESTRICTIONS: None* 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users, 
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ASRDI NO. S7500132 


STANFOBO HESEiRCH INST., TECH- INFORH. SERV, OS FIRE BELATED LITEBATDRE 

ADDRESS: Stanford Research Institute 
Heiilo Park, CA 
94025 

TELEPHONE: {415)326-6200 ext 2979 

DIRECTOR: Fishman, N. 

YEAR INFORMATION SOHHCE BEGAN; 1971 

MISSION: lo collect, store, and retrieve specialized literature covering fire retardance, 
fire behavior and related polymer information for the availability of industry and 
government. 

SDBJECT SCOPE: Chemistry; Combustion and ignition; Plastics; Fibers and textiles; 

Bubder^i; Wood and paper products; Coatings, colorings and finishes; Firs, explosion and 
detonations; Composite materials. 

MAJOR SDBJECT TERMS: Chemistry; Plastics; Fire prevention; Fire resistant materials; 
Information retrieval; Fires ; Fire hazards; Combustion; Adhesives; Instruments: 

Smoke; Toxicity. 

STAFF SUBJECT SPECIALISTS: 

liiSs - Tel. N o . a n d_F x t . ixL 

krxght, Ei. Chemistry” ““ ^T^l5)r326“6200“xt 3734 

INTERNAL PUBLICATIONS: Indexes; reference lists/bibliographies. 

HOLDINGS: books; abstracts/indexes; reports and reprints; periodicals; reference 

lists/bidliographies; standards and specifications; total number of titles 6,400; range 
of years of total 1930-1972. 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of information; prior art/patent searches; state-of-the-art 
reviews; dnalytlcal studies; advisory and consulting services; referrals; bibliographic 
abstracts; scientific or statistical data retrieval/compilation; custom abstracting and 
indexing services. 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST; Not available. 

USER QUALIFICATIONS: General technology community. 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES; Charge to all users for all services- 
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ASBDI No-. S7500133 


STANFORD RESEARCH INST-., TOXICOLOGY DEPARTMENT (SRI) 

ADDRESS: 

Menlo Park, CA 
94025 

TELEPHONE: {415) 326-6200 

DIRECTOR: Newell, G- W* 

YEAR INFORMATION SODRCE BEGAN: 1946 

MISSION; A nonprofit problem-solving organization that performs basic and applied 

resoarch under contract for clients in business, industry and government in the united 
states and f^5 other countries, 

subject SCOPE: Toxicology; Dangerous materials; Microbiology, 

MAJOR SUBJECT TERMS: Toxicity; Hazardous materials, 

RESEARCH AND DEVELOPMENT ACTIVITIES; Oral, Skin and eye toxicological evaluations of 
rocket propellant fuels, and inhalation studies of respiratory irritants, 

SPECIAL SCOPE FEATURES: Subacute and chronic toxicological investigations are undertaken 
when iniormation is needed about the safety of a material that may be repeatedly 
ingested, such as a drug, environmental component, agricultural pesticide, or food 
residue- The aquatic laboratory of the toxicology department also offers research 
capabilities in the fields of aquatic biology and water pollution, 

STAFF SUBJECT SPECIALISTSt 

Su bject Specialt y T g 1- o nd E xt, _ 

he well, Chemistry; Toxicity 326-6200 ext 3 386 

Lin, D, Toxicity (415)326-6200 ext 2319 

Sdsmore, D, Pathology (415)326-6200 ext 4461 

STAFF: Full-time - professional 24, nonprofessional 2, total 26; part-time - professional 
0, nonprotessional 0, total 0, 

INTERNAL PUBLICATIONS: Technical reports; conference papers. 

HOLDINGS: Books; reports and reprints; periodicals, 

REFERENCE AND QUERY SERVICES: Selective dissemination of information; analytical studies; 
aavisory and consulting services; scientific or statistical data retrieval/compilation, 

OTHER SERVICES: Interlibrary loans; r eprpduction/publication services, 

PBIIiARY SOURCE DOCUMENTS AVAILABLE ON REQUEST; Hard copy; microfilm copy; microfiche 

• copy-r, 

USER QUALIFICATIONS: General technology community, 

PRICING AND SERVICES CHARGES: Charge to all users for all services, 
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ASRDI NO. S7500134 


STANFORD OKIV. , CLINICAL PSYCHORaABHACOLOGY AND PSYCHOPHYSIOLOGY LABORATOBT 

ADDRESS: st4iiforfl University 
Piio Aito^ CA 
<J4304 

TELEPHONE: (415) 497-5158 

DIBECTOR: Tinklenbergr J. R. 

MISSION: To study the physiological and psychological effects of drugs and alcohol. 

SDBdECT SCOPE: tlan-machine hazards; Physiology; Clinical medicine; Psychology; Stress 
physiology. 

HAJDE SUBJECT TERMS: Physiology; Physiological hazards; Psychology. 

RESEARCH AND DEVELOPHEIIT ACTIVITIES: Projects include studying the effects of cannabis 
arid alcohol on human psychology, cognitionr meroory and physiology* 

STAFF SUBJECT SPECIALISTS: 

h ! Subject. S pec ialty Te l. HQ . a nd Fxt. fy) 

linkienberg, J* Physiology; Psychology; physiological (415)497-5158 

Hazards 
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SOPEBCONDDCTIVE KMERIAl,S DATA CBHTER (5MDC) 

ADDRESS: General Electric Research and Developtnent Center 
P.0, Box 8 
Schenectady^ NY 
12301 

TELEPHONE: (518)346-8771 ext 6430 

DIRECTOR: Roberts^ B, U- 

PABEHT-SPONSOR-aoST AFFILIATION: General Electric Company; National Bureau of Standards 

YEAR INPOBHATXOH 50UBCE BEGAN: 1965 

HXSSION: To collect, collate and disseminate information on superconductive materials and 
to evolve standard values of important parameters for these materials. 

SUBJECT SCOPE: Cryogenic safety; Crystallography. 

HAJOH -SUBJECT TERMS: Superconductors; Thermodynamics; Crystals; Information retrieval; 
Standards; Materials. 

RESEARCH AND DEVELOPMENT ACTIVITIES: A comprehensive report including all accumulated 
data is planned for publication by the National Bureau of Standards (parent 
organization) for 1976. 

SPECIAL SCOPE FEATURES: Data compiled on superconductive materials include critical 
temperatures, critical magnetic fields, crystallographic description, source of data, 
critical magnetic field superconductors, presence of thermodynamic parameter data, and 
data on non-superconductors when specifically studied. 

STAFF SUBJECT SPECIALISTS: 

Name___ ^ Su bject Specialty 

Roberts, B- H. Superconductors; Materials (5*1 87346-877” ext 6430 

STAFF: Full-time - professional 0, nonprofessional 0, total 0; part-time - professional 
2, nonprofessional 1, total 3. 

XHTEHNAL PUBLICATIONS: Handbooks/maauals; technical reports. 

HOLDINGS: Standards and specifications (specialized collection); total number of titles 

2 , 000 . 


DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No. of 

Acr onym ^ B§£SEl§. 

Superconductor Specifications T9TT-presen” 127000*” 


REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
selective dissemination of inf crmation; analytical studies; referrals; scientific or 
statistical data retrievaX/coropilation. 

OTHER SERVICES: On— site Use of collection. 

PEin ARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology coniniunity- 

USER RESTRICTIONS: None- 

PRICING AND SERVICES CHARGES: Charge for some services to gualified users. 
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ASBDX No* S7500136 


STSTEHS SAFETY SOCIETY {SSS> 

ADDRESS5 P.Q. BOY 165 

Rashingtonr DC 
20044 

TELEPHONES (202) a2fi-'8929 
, DIRECTORS Harris, R. E, 

YEAH XNFOHHATIOK SOURCE BEG&HS 1963 

HlSSlOlfs A non-profit professional association cotamitted to the advanceotent of the state 
or the art of system safety, the technological understanding of system safety and the 
dissemination of new knowledge to all interested groups and individuals* 

SUBJECT SCOPE:; Safety analysis; Cryogenic safety; Man— machine hazards. 

HAJOR SUBJECT TEfillS: Systems engineering; Information retrieval; Cryogenic fluid safety; 
Safety engineering. 

RESEABCH AND DBVELOPIIEHT ACTIVITIESs The compilation of a library of tapes on 
system-sdfety-related topics. 

SPECIAL SCOPE FEATUHESr The Society through its membership of over 700 is engaged in 
activities to promote and benefit the safety profession and professional. 

STAFF SUBJECT SPECIALISTS^ 

^ Name ^ Subj ect Specialty_ No- an d Eyt. (x) 

Barton, Transportation “ (202^26-2311 

INTERNAL PUBLICATIONS; Periodicals/journals; nevsletters/trade literature# 

REPBBBNCB AND QUERY SEEYICESs Questions answered individually; referrals^ 

OTHER SERVICES; Conferences/symposiums. 

PEXMAHY SOUBCE DOCUMEHTS AVAILABLE ON REQUEST; Hard copy. 

USER QUALIFICATIONS; General technology community. 

USER RESTRICTiOHS; None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users. 
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ASRDI No. 57500137 


TECHNICAL ASSISTANCE DATA SYSTEM (TADS) 

ADDBESS; Spill Prevention and Control Branch 

oil L special Naterials Control Division (HH-5M8) 

EPA - 401 M street, 
iJashington, DC 
^0460 

TELEPHONE: (202) 245-3057 or (710) 822-9269 

DIRECTOR: Wright, J. H* 

PAfiENT-SPONSOB-HOST AFFILIATION^ Environmental Protection Agency; Informatics, Inc. 

YEAfi INFORHATION SOURCE BEGAN: 1971 

MISSION: TO provide EPA regions and orhers with readily accessible information that is 
necessary in combatting hazardous substance discharges. 

SUBJECT SCOPE: Dangerous materials. 

MAJOR SUBJECT TERMS: Haste disposal; Information retrieval; Hazardous materials; Chemical 
hazards; Oils. 

SPECIAL SCOPE FEATURES; A record, consisting of up to 120 data fields, is provided on 
each material's name entered into the system. Physical, chemical, manufacturing, 
transportation, toxicity and emergency data are included. System permits user to 
identify unknown pollutants using known characteristics, such as color, odor, etc., ai 
observed on site of hazardous material spill. 

STAFF SUBJECT SPECIALISTS: 

Name SuSigct^SHecialt^ Tel. No. and Ext, fx ) 

Wright, j. H. Information Retrieval (202r245-3057 

STAFF: Full-time - professional 5, nonprofessional 1, total 6; part-time - professional 
0, nonprofessional 0, total 0. 

HOLDINGS: Books; abstracts /indexes ; reports and reprints; periodicals; reference 
iists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides; range of years of total I960-. 

DATA BANK RESOURCES: 

Name or Description of Contents Range of Years No. of 

: ' • __ ■ 

Environmental and cou nte r measure" da t~on "S75 " 

hazardous chemicals, compounds and 

mixtures. 

REFERENCE AND QUERY 5ERYXCE5; Questions answered individually; retrospective searches; 
selective dissemination of information; referrals. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Microfiche copy, 

USER QUALIFICATIONS: General technology community. 

USEE HESTEICTIONSj None. 

PRICIHG AND SERVICES CHARGES; Charge to all users for all services. 
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ASRDl No, S7500138 


U, S. rfSKY ASENCT FOB AVIATIOH SAFETY (USAAAYS) 

ADDEESSi 8S Artny Agency foe Aviation Safety 
Fort Bucker, AL 

TELEPHONE; (205)255-6510 

DIBECrOH; PdUlson, N. , COL _ . , 

PARENT-SPOHSOB-HOST AFFILIATIONS Department of the Array 
YEAR INFORMATION SOURCE BEGANs 1968 

MISSIONS Proponent for U. S, Army Aircraft Accident Prevention policy; conduct research 
and analysis of aviation mishap data to determine cause and effects and make 
rocommeniiations that will eliminate or reduce causes; maintain an Aviation Safety 
Education Program; maintain and operate an automated aircraft mishap Data Management 

Information System. : | 

SUBJECT SCOPE; Human factors engineering; Air facilities; Aircraft problems; ifathematics 3 

and statistics. I 

1 

MAJOR SUBJECT TERMS; Aircraft safety; Aircraft problems; Airports; Air traffic control; 

Accident prevention; Human factors engineering; Fire fighting; Aeronautics; Fuels; 

Accident investigation- 


RESEARCH AND DEVELOPHEIT ACTIVITIES; Conducts applied research concerning the human 
factor in aviation mishaps. Conducts research concerning aircraft crashtfocthy 
structural improvements. Research approach is multivariate synthesis with two prongs; 
development and application of computerized analytic techniques to aviation accident 
data and use of results to improve the performance and management of aviation personnel 
ana the design^ maintainance, and utilization of aircraft systems. 


STAFF SUBJECT SPECIALISTS; 

Na me 

Paulsonr N* N. , COL 
Kaldgian^ S. P. ^ COL 

strange, L. C. , COL 
Nelson, Fu D-, LTC 
Hafers, E- F., LTC 


S ubj e ct Special ty 

Aircraft Safety 

Accident Investigation; Aircraft 

Safety 

Education 

Research and Development 
Information Retrieval 


Tel. No^ and Ext. jx) 
( 2057255-6510 ^ 

(205) 255-4402 

(205)255-4812 
(205)255-6410 
(205) 255-4200 


INTERNAL PUBLICATIONS: Technical reports; statistical compilations; periodicals/journals; 
newsla tters/trade literature; reference lists/bibliographies; standards and 
specifications. 


flOLDIHCS; Abstracts/indexes; reports and reprints; periodicals; reference 

lists/bibliographies; standards and specifications; statistical compilations. 

REFERENCE AND QUERY SERVICES; Questions a nsvered individually ; retrospective searches; 
selective dissemination of information; referrals. 

USER QUALIFICATIONS; General technology community; immediate staff or members; staff or 
members of affiliated organizations; government employees; government cQntractors. 

OSBE RESTRICTIONS; None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users. 
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ASRDI NO, S7500139 


U-S* ABKr FUELS AHD LOBBICASTS BESELRCH LABOBJtTOHX (ESAFLBL) 

ADDRESSi 8f>00 Calebra Road 
PU Drawer 28510 
San Antonio# TX 
78284 

TELEPHOHE: {512)684-5111 

DIHECTOBi Quillan# R, D, 

PABEHT-SPOHSOR-flOST AFFILIATION: Southwest Research last#; Dept# of the Ariay 

EISSIOH: TO conduct research for the Army in the fields of fuel and' fluid fire safety and 
fuel combustion. 

SUBJECT scope: Propellants, fuels, lubricants, hydraulic fluids safety; Jet and gas 
turbine engines, 

MAJOR SUBJECT TERHS: Oils; Engines; Fuels; Hydraulics; Lubricants; Aircraft fuels; 
combustion. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Recent research topics include synthetic engine 
oils, cooling diesel engines, antimist aircraft turbine engine fuels, fuel volatility 
ettects on turbine combustor performance and hydrocarbon type analysis of gasoline. 

STAFF SUBJECT SPECIALISTS: 

Nci me sub’ ^ect Specialty 

Wright, 8. R. Aircraft Fuels; Engines; Fuels 

stavinoha, L. L. Hydrocarbon Fuels 

Weatherford, W. D, Aircraft Fuels; Engines; Fuels 

Lestz, S. J, Engines; Oils 

Wimer, W. H- Fuels; Fire Prevention 

DECEMBEP 1975 
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{512)684-5111 
(512)684-5111 
{512)684-5111 
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ASHDI No. S7500140 


UUDERGROtJND EXCAVATION AND ROCK PROPERTIES INFOBHATION CENTER (ttERPIC) 

ADDRESS: Center for Information and Numerical Data Analysis and Synthesis 
Purdue University 
25yS Veager Road 
west Lafayette, IN 
47^06 

TELEPHONE: (317)463-1581 
DIRECTOR: Touloukiau, Y- S. 

PABEKT-SPOMSOR-naST AFFILIATION: purdue University; National Science Foundation 
YEAR INFORMATION SOURCE BEGAN: 1972 


MISSION: Zo establish a data bank on mechanicalr thermophysical, electrical, and magnetic 
properties of rocks and minerals which includes results of both in-situ and laboratory 
tests- Particularly important is the inclusion of adequate sample characterization and 
test conditions to permit data evaluation and correlation and the preparation of 
reference data tables. To collect extensive information on methods of excavation for 
tunnels and underground openings- To collect all information related to the shock 
effects associated with nuclear/high explosive detonations- 

SUBJECT SCOPE: Geology and mineralogy; Geomagnetism; Mining engineering; Magnetic 
detection; Materials; Thermodynamics, 

HAJQE SUBJECT TERMS: Magnetic properties; Pocks; Thermodynamics; Nuclear explosions; 
Mechanical properties; Mining; Shock; Electromagnetic radiation, 

BBSEASca AND DEVELOPMENT ACTIVITIES: OEPPIC performs theoretical and aplytical research, 
and the associated Property Research Laboratory (PBL) performs experimental research* 


STAFF SUBJECT SPECIALISTS: 

Name 

Judd, r 7 
Von Frese, R* R- B, 
Touioukian, Y- S- 
'Ho, C- Y, 

Li, ti- d- 
Shdter, H- H- 
Phillips, J. 


Subje ct s peci alty 

Rocics; Mechanical Properties 

Nuclear Explosions 

Physical Properties ^ 

Physical Properties 

Magnetic Properties 

Metallurgy; Information Retrieval 

computer Programming 


i^L- 


(317) 494-8692 
(317) 463-1581 
(317) 463-1581 
(317) 463-1581 
(317)463-1581 
(317) 463-1581 
(317)463-1581 


STAFF: Full-time - professional 1, nonprofessional 1, total 2; part-time - professional 
6, nonprofessional 2, total 3- 

INTERNAL PUBLICATIONS: Books; handbooks/raanuals; technical reports; statistical 

compilations; newslettecs/trade literature; graphics/tabular materials; magnetic tape 
bibliographic data. 


HOLDINGS: Reports and reprints; total number of titles 1,800; range of years of total 
1893-present. 

DATA BAE3K BESOUHCBS: 

Name or Description of Contents 

Acronym : 

Materials Directory 8 Synonyms 
Bibliographic Citations 

REFERENCE AND QUERY SERVICES: Questions ar4swered individually; retrospective searches; 
analytical studies; advisory and consulting services; scientific or statistical data 
ret r ieval/coinpilat ion; translations. 

OTHER SERVICES: Interlibrary loans; reproduction/publication services; courses/worfcshops; 
conf erencas/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community- 
DSEH RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services, 
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Range of Years No. of 

I Reco rds, 

1893- 150 

1893- 1 ,800 


ASRDI No. S7500iai 


□HIT. OP AHKAHSAS, CHKflICAL EHGISEEniMG DEPAHIHEITI? 

ADDRESS: University of Arkansas 
Fayetteville^ AH 
72701 

TELEPHOHE: (501) 575-4951 

DIRECTOR: HdvenSr J* A- 

lEAR rKFOEHATIOH SOOSCE BEGAHi 1970 

HISSIOH: Development of test methods and procedures for assessing hazard potential of 
cheoicdls in the manufacturing and transportation environment. 

SUBJECT SCOPE: Cryogenic safety; Dangerous materials; Fuels; Pire^ explosion and 
detonations. 

EAJOR SUBJECT TERES: Cryogenic fluid safety; Fires; Thermodynamics; Chemical hazards; 
Hazardous materials; Explosions; Compressed gas; Liquified gases. 

HESEAfica AND DBVELOPHEHT ACTIVITIES: Research in thermal decomposition and ignition 
phenomena, hazards associated with liquified natural gas handling and transportation- 
Active consultant in fire and flammability related areas. 

STAFF SUBJECT SPECIALISTS: 

Name Su bject Speci alty Tsi- n d_ Ex t 1 _ 

Havens, J. A. Chemical Engineering (501)575-4951 
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ASRDI NO, 57500142 


OHI?, OF CALIFOBHia^ DEPARTHEHT OF CIVIL EMGIHEERIHG 

ADDRESS^ The Division of Structural Engineering and Structural Mechanics 
Department of Civil Engineering 
University of California 
Berkeley, CA 
94720 

TELEPBONE: {415)642-6463 

DIEECTOHi Wilson, E- L- 

MISSIONz As an integral unit of the college of Engineering at the University of 

California at Berkeley, performs basic research on structural components and materials 
under both static and dynamic loading, 

SUBJECT SCOPE: Seismology; Structural engineering; Construction equipment, materials ani 
supplies. 

MAJOR SUBJECT TERHSr Structural engineering; structural materials; Earth sciences; Fires, 

BESEABCB AND DEVELOPMENT ACTIVITIES: Structural materials; mechanics of structural 
failure; structural analysis and design; mechanics of deformable bodies and 
experimental stress analysis; behavior of structures in plastic range; use of computers 
in structural analysis; fire research on structural assemblies. 

SPECIAL SCOPE FEATURES: Operates National Information Service for Earthquake Engineering 
(NISEE), 

STAFF SUBJECT SPECIALISTS: 

Subj e ct Sp ecia lty and Ext, fx:| 

Polivka, Structural Engineering (415)642-3555 

STAFF; Full-time - professional 30, nonprofessional 5, total 35; part^^time - professional 
40, nonprofessional 0, total 40. 

INTERNAL PUBLICATIONS: Technical reports; periodicals/journaXs; conference papers, 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides. 

REFERENCE AMD QUERY SERVICES; Questions answered individually; analytical studies; 
advisory and consulting services, 

QTHBB SERVICES: On-site use of collection; courses/workshops; conf erences/syaposiuras. 

PRIMARY SOURCE DOCUHEHTS AVAILABLE OH REQUEST; Hard copy, 

USER QUALIFICATIONS: General technology community, 

USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 

DECEMBER 1975 


158 


I 

i 


1 


I 

I 


i 


ASUDI Ko, 57500143 


OiJIV, OT CALIFOBHia, FIRE HBSB&ECH GSOOB (UCB-FRG) 

ADDRESS; 543 Davis Hall 

University of California 

Berkeley, CA 

94720 

TELERHOHE; (415) 642-5308 

DIRECTOR; Williaaison, 5* B* 

YEAR IHPOHHATIOH SOOBCB BEGAN: 1968 

HX5SI0N; The purpose of this project is the continuing study of fire safety and the 

concomitant development of a rational basis for the design of the safety of buildings , 
aircraft and their contents- 

SOBJECT SCOPE: Safety analysis; Fire, explosion and detonation; Structural materials 
limitations (metallic and non-metaliic) ; Safety engineering; Civil engineering; 
Plastics; Physics; Aircraft; Laboratories, test facilities and test equipment- 

HAJOfi SUBJECT TERRS: Industrial safety; Fires; Fire prevention; Combustion; Mechanical 
engineering; information retrieval; Physics; Structural materials. 

RESEARCH AND DEVELOPHEKT ACTIVITIES: Research areas include the human response to the 
fire process, fire radiation, polymer combustion, fire modelling, structural response 
to fire, and the development of a fire research information system (FEIS) . 

SPECIAL SCOPE FEATURES: A testing laboratory is operated where standard ASTH fire tests 
are conducted and new tests developed. Building code regulation of fire safety is 
studied. New test methods for aircraft materials safety are being developed* Practical 
methods for design engineers^ use are developed in two areas: prediction of fire 
temperature histories, and structural response to fire. Flame spread is studied in 
depth. Doth theory and new test methods are studied. Associated with the research 


objectives of the PPG has been the development of probabilistic computer simulated 1 
models for the behavioral impact of carbon-monoxide inhalation, and the development of i 
a methodology for the description and analysis of fire and fire safety including | 
symbols and nomenclature* j 


STAFF SUBJECT SPECIALISTS: 

N ame S ubject Specialty Tel, No * and E xt. (rl 

ffilliamson, R. B. 

Bender, H. 

Bresler, B. 
crossman, E* p. 

Pagnip F, J- 
Sawyer, R* F. 

Tien, C. L* 

Grant, c. E. 

Babtuskas, V. 

STAFF; Full-time - professional 7, nonprofessional 37, total 44; part-time - professional 
0, non professional 0, total 0, 

INTERNAL PUBLICATIONS: Technical reports; conference papers. 

HOLDINGS: Books 120; abstracts/indexes; reports and reprints 2,000; periodicals; 
standards and specifications; total number of titles ca. 3600. 

REFERENCE AND QUERY SERVICES: Questions answered individually; referrals. 

OTHER SERVICES: On-site use of collection; interlibrary loans; courses/workshops, 

paid ARY SOURCE DOCUHEKTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: Immediate staff or members. 

USER HESTRICTIOHS: None* 

PEICIHG AHD SERVICES CHARGES: All services free to qualified users* 
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Physics 

Architecture 

Civil Engineering 

Engineering Hanagement 

Mechanical Engineering 

Mechanical Engineering 

Mechanical Engineering 

Information Retrieval 

Fire Protection; Fire Prevention 


(415) 642-5308 
(415) 642-5308 
(415)6 42-5308 
(415) 642-5303 
(415)642-5308 
(415) 642-5308 
(4151 642-5308 
(4 15) 642-5308 
(415)458-6000 ext- 
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ASPDI No. S7500144 


aHIV. 0? HICHIG&Hr RADIOLOGICAL HEALTH PROGRAH 

ADDRESS: school of Public Health 

Xhd University of Michigan 

tnn Arbor# HI 

4ai04 

TELEPHONES (31 3) 764-0S23 
'DIRECTOR: Whipple# G. H. 
lEAR IKFORHATIOH SOURCE BEGAN: 1957 

HISSXON: leaching# research and service in radiation protection- 

SUBJECT SCOPE: Dangerous materials; Nuclear safety; Dangerous industrial radiation; 

Personnel selection# training and evaluation; Radioactive wastes and fission products; 
Kadiob ioLogy. 

HAJOE SUBJECT TERMS? Reactor safety; Radioactive wastes; Nuclear radiation; Environments; 
Nuclear power plants; Radiation effects; Waste disposal; Education, 

RESEARCH AND DEVELOPMENT ACTIVITIES: Prediction# measurement and control of radiation 
exposure trom nuclear power plants* 

SPECIAL SCOPE FEATURES: Professional education in radiological health* 

STAFF SUBJECT SPECIALISTS; 

Mias ^ Subject^.Specialty Tel* No. and Ext* fx) 

Jacobson# A. P. Radiation Effects (3 1 3J 764-0523 

Plato# P- A* Radioactive Wastes; Waste Disposal (313)764-0523 

lihipple# G. H. Radiation Effects; Radioactive Wastes (313)764-0523 

STAFF: Full-time - pcofassional 3, nonptofessional 0# total 3; part-time - professional 
0# nonproressional 0# total 0* 

HOLDINGS: Books; reports and reprints; periodicals* 

REFERENCE AND QUERY SERVICES: Questions answered individually; retrospective searches; 
state-oi-the-art reviews; analytical studies; advisory and consulting services* 

OTHER SERVICES; Courses/ workshops; conferences/symposiums* 

PRIMARY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Not available- 

OSBR QUALIFICATIONS: General technology community. 

USEE RBSTRICTIQNS: None* 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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&SRDI No. 57500145 


UHIV. OF PITTSB0HGH, DEPT. OF IHD^ ENYiaOH-. HEALTH SCIEHCES 

ADOHESS: Graduate School of Public Health 
University of Pittsburgh 
■ Pittsburgh^ PA 
15261 

TELEPHONE: (412)624-3048, 624-3040 

DIRECTOR: Hagee, P. C* 

KEAR XNFOBMATIOH SOURCE BEGAN: 1951 

MISSION: The quest for knowledge in human environmental and work physiology and 
ergonomics, and the dissemination of this information to students here and to the 
scientific and nonscientif ic communities at large. 

SUBJECT SCOPE: Environmental biology; Physiology; Stress physiology; Human factors 
engineering; Biology. 

MAJOR SUBJECT TERMS; Physiology; Physiological hazards; Human factors engineering* 

RESEARCH AHD DEVELOPMENT ACTIVITIES; Current research includes epidemiologic study of 
long-term effects of heat stress; single reading heat stress meter; safe upper limit of 
heat stress under a variety of combinations of air temperature, humidity, wind speed, 
radiant heat, metabolic energy expenditure and clothing worn. 

STAFF SUBJECT SPECIALISTS: 

Name Su bject Specialt y Tel* H o. and^gxt, Jx) ... 

Mages, P. C. Environments; Physiology; Human (412)624-3048, 624-3040 

Factors Engineering 

HOLDINGS: Books; reports and reprints; periodicals; total number of titles approx* 

10,000; range of years of total 1935-present* 

REFERENCE AND QUEBI SERVICES: Questions answered individually; advisory and consulting 
services. 

USER QUALIFICATIONS: Ad hoc permission. 

USER RESTHICTIOHS: None* 

PSICIKG AHD SERVICES CHARGES: Charge for some services to qualified useus- 
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ASRDI No^ S7500146 


tIJjrVRBSItY OF TENNESSEE, SPACE INSTITUTE (UTSI) 

ADDRESS: University of Tennessee 
Spdce Institute 
Tullahoma, TN 
37J88 


TELEPHONE: (615)455-0631 

DIRECTOK: Goethert, fU 

YEAR INFORMATION SOORCE BEGAN: 1964 

MISSION: The University of Tennessee Space institute conducts research in all areas of 
advanced science and engineering with emphasis on aeronautics and astronautical 
science. It offers both full and part time graduate programs and has established a full 
range oi continuing education programs, 

SUBJECT SCOPE: Composite materials; Structural engineering; Fluid mechanics; Aeronautics; 
Matnemarics; Physics; Electronics and electrical engineering, 

MAJOR SUBJECT TERMS: Fatigue (materials); Physics; Aerospace engineering; Mathematics; 
Mechanical engineering; Metallurgy; Structural engineering; Structural failure; 
Acoustics; Noise (sound) ; Composite materials. 


EESEAECH AND DBVELOPMERT ICTIVITIES: Current research areas include fluid dynamics, 
ground uindr transonic flow, sonic boom, magnetohydrodynamic power generation, 
aeroacoustics, composite materials, spectroscopy, remote sensing, and elec*:ro optics* 


STAFF SUBJECT SPECIALISTS: 


; Name 

Dicks, J* B- 
i-rost , H* 
huelochman 
Mason, A, A* 
daUH, Jo Ro 
feddy, K, C* 

1 eraplelmeyer, 
Mr ight 


S ub-j e ct Specialt y 

Energy 

Mechanical Engineering 
Electrical/Electronic Engineering 
Physics 

Aerospace Engineering 
Hathematics 
K* E, Engineering 
Metallurgy 


Tel- No* and Ert* (r) 
'76157455-OnT ext 221 
(615) 455-0631 ext 216 
(6 15) 455-0631 ext 241 
(615) 455-0631 ext 216 
{615) 455-0631 ext 252 
(615) 455-0631 ext 233 
(615) 455-0631 ext 223 
(615)455-0631 ext 216 


STAFF: Full-time - professional 34, nonprof essional 10, total 44; part-time - 
professional 25, nonprof essional 0, total 25* 

Internal publications: Technical reports; periodicals/ journals. 


HOLDINGS: Books; abstracts/indexes ; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides* 


BEFEBBUCE AND QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 

OTHBS SERVICES: Qn-site use of collection; courses/workshpps; conf erences/symposiums- 

PEIHARY SOURCE DOCUHENTS AVAILABLE OH BEQUEST: Not available* 

USER QUALIFICATIONS: Immediate staff or members; staff or members of affiliated 
organizations; government contractors. 


USER RESTRICTIONS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users* 
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ASRDI No. S7500147 



UHIVBESITT OF UTAH, FLAMHABILITI BESE&ECH CESTEH (FRC) 

ADDBESS: University of Utah 
Sait Lake City, UT 
84112 

TELEPHONE: (801) 581-8431 
DIBECTOR: Einhorn, t, n, 

tflSSIOE; Study the following areas: the physiological and toxicological aspects of 
combustion; the mechanism of fire retardation of materials; the mechanism of thermal 
decomposition and flammability characteristics of materials; the etiology of fire; 
property-structure relationships in polymeric materials; fire iniuries* 

SUBJECT SCOPE: Fire, explosion and detonations; safety analysis; Aircraft; Toxicology; 
Plastics; Human factors engineering; Laboratories^ test facilities and test equipment; 
Space technology; Physiology. 

BAJOB SUBJECT TEfiHS: Safety procedures; Safety analysis; Fire hazards; Fires; Fire 
prevention; Fire resistant materials; Safety engineering; Spacecraft; Combustion; 
Plastics; Physiology; Toxicity; Human factors engineering; Psychology; Aircraft safety; 
Fabrication; Structural materials; Aerospace engineering. 

RESEARCH AHU DEVELOPHEHT ACTITITJBSt Performs fire injury studies in Utah, fire safety 
studies ^'or Ames Research Center and other NASA centers, development of analytical 
methodology, development of behavioral study methodology- 

SPECXAL SCOPE FEATURES : Physiological and toxicological aspects of combustion in areas of 
materials, built environment, aircraft, and naval vessel safety. 


STAFF SUBJECT SPECIALISTS; 



Linhorn, I. K. 

Seader, J. D. 

Mickelson, R* W. 

Jacobs, H. R. 

Baer, A. D* 

Ryan, N* H- 
Newman, H. S. 


S ub ject S g eclalty 

Polymers; Fires 

Chemical Engineering 

polymers; Kinetics 

Heat Transfer 

Heating Rate 

Flame Propagation 

Fires; Accident Investigation 


STAFF: Full-time - professional 29, nonprofessional 20, total 49; 
professional 5, nonprofessional 3, total 0. 


Tel- No. and E xt, fx t 
18017581 - 8431 " 
(801)581-6585 
(80 1) 581-8178 
(801) 581-7106 
(801)581-6918 
(B01) 581-7735 
(801) 581-8431 

part-time - 


IHTERNAL PUBLICATIONS; Technical reports; per iodicals/ journals; conference papers; 
rererence lists/bibliographies. 

REFEBEHCE AND QUEHT SERVICES; Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 

OTHER SERVICES^ Gonf erences/symposiums. 

PRIHABY SOURCE DOCUKENTS AVAILABLE OH REQUEST; Hard copy. 

USEE QUALIFICATlOKSi General technology community; government contractors. 

USER RESTRICTIOHS: None. 

PHXCXNG AHO SHBVICES CHARGES; Charge for some services to qualified useis. 
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ASROI HQ. S7500iaa 


UHIV- OF VIRGINIA^ DEPARTHEMT OF CIYXIt ERGIK2ERXHG 

ADDRESS: University of Virginia 
charlottesviller VA 
22901 

TBLEPSOHE: {804J 924-7464 


DIRECTOR: Hoel, A. 

YEAR IRFOEHATIOR SOURCE BEGAHs 1819 

BISSIOR: The Dapartinent of Civil Engineerirq provides research and graduate programs in 
the following areas: structural engineering and structural mechanics, transportation 
sysrems, environmental engineering# and soil mechanics, 

SUBJECT SCOPE: Construction eguipment, materials and supplies; civil engineering; 
Structural engineering; Composite materials,' 

HAJQ6 SUBJECT TERHSr Air pollution; Haste disposal; Structural materials; Materials; 
Materials tests; Civil engineering; Structural engineerinq* 

RESEARCH AND DEVELOPHBST ACTIVITIES: Structures; dynamic stability; structural 
optimization; dynamic response of structures; numerical techniques In structural 
mechanics. Transportation; analysis; planning; operations; implementation of multlurban 
and intercity facilities. Environmental: water supply; waste treatment; water pollution 
control; air pollution; radiological health. Soil mechanics; electron microscope 
studies of soil structure, effect of repeated loads on soil structure and stability. 

SPECIAL SCOPE FEATURES; Special facilities available include a structural testing 
laboratory capable of exerting high-capacity fatigue loads. 


STAFF SUBJECT SPECIALISTS; 


Name 

Subiect specialty 

Tel- No. and 

Barton, F. H. 

Structurai Engineering 

(304)924-7464 

Burke, R, 

Environments 

(804)924-7464 

Demetsky, M* J. 

Transportations systems Engineering 

(804)924-7464 

j^cnols, C, E, 

Construction; Legal Liability 

(804)924-7464 

Bppink, R, T, 

Structural Engineering 

(804)924-7464 

Gaylord, C, N, 

Structural Engineering 

(804)924-7464 

Hoel, L, A. 

Transportation 

(804)924-7464 

Jennings, B, L, 

Structural Engineering 

(804)924-7464 

Kinnier, H, L» 

Structural Engineering 

(B04) 924-7464 

Lareu, H. G, 

Earth Sciences 

(804) 924-7464 

McCormick, F, c. 

Structural Materials 

(804) 924-7464 

Morris, D. 

Systems Engineering; Structural 
Engineering . 

(804) 924-7464 

Parker, C, E, 

Waste Disposal 

(804)924-7464 


STAFF: Full-time - professional 13^ non professional 3, total 16; part-time - professional 
0, nonprofessional 1, total 1, 


IRTERHAL PUBLIC ATIOHS; Technical reports; periodicals/journals, 

HOLDINGS: Books; reports and reprints r periodicals, 

RBPEBEMCE AND QUERY SERVICES: Quest ionr answered individually; analytical studies; 
advisory and consulting services; referrals, 

OTHER SERVICES: Beproduction/publication services; courses/workshops; 
conferences/symposiums. 

PRIfJ ARY SOURCE DOCOHEHTS AVAILABLE OS BEQUEST: Hard copy. 


USEE QUALIFICATIONS: General technology community; immediate staff or members; government 
contractors, 

USES restrictions: None, 


PRICING AND SERVICES CHARGES: Charge for some services to qualified users, 
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ASBDI Wo. S7500149 




UHIV- OF VIBGIHIA, DEpXBTttEHT OF ELECTRXCAL EHGIHEERIIfG 

ADDRESS: University of Virginia 
Charlottesville, VA 
22901 

TELEPHONE: (004) 924-3960 

DIBECTOE: Warfield, J, H. 

VEAR INFORHATIOH SOOECE BEGAN: 18 t 9 

tilSSXON: Through research and teaching to introduce students to new and developing areas 
or electrical engineering which hold the promise of making contributions to society. 

SUBJECT SCOPE: Electronics and electrical engineering; computers; Astronomy; Optical 
detection; Communications; Aircraft problems. 

MAJOR SUBJECT lEBMS; Information retrieval; Astronomy; Electronics; Computers; Landing 
aids; Flight paths; Microwaves; Radiation effects; Eleqtrical/electronic engineering; 

Sensors. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Current RED in the areas of: microwave devices, 
control and information systems engineering, process control, frequency synthesizers, 
eifectrical power systems^ optimal landing flight path determination, d^^screte optical 
sensors, radiation effects on a single crystal gas# and system modeling. 

SPECIAL SCOPE FEATURES: Special facilities includes a fully egu: pped computer systems 
laboratory and a well-equipped solid state device research laboratory. 

STAFF SUBJECT SPECIALISTS: 

Sub-je ct Specialt y 

Hattauch, s. J. ” Electrical/Electronic Engineering " 7904^924-3564 
Parrish, E. A. Electrical/Electronic Engineering (804)924-3042 

rtcVey, S. S. Sensors; Electrical/Electronic " {904)924-3042 

Engineering 

Cook, G. Sensors; Electrical/Electronic (804)924-3042 

Engineering 

McAlpine, G. A- Microwaves (304)924-3434 or (804) 924-7003 

STAFF: Full-time - professional 11, nonprofessional 11, total 22; part-time - 
professional 3, nonprofessional 0, total 3. 

INTERNAL PUBLICATIONS: Technical reports; periodicals/journals. 

HOLDINGS: Books; reports and reprints; periodicals. 

REFERENCE AND QUERY SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 

OTHER SERVICES: Reproduction/p ublication services; courses/workshops; 
conterences/symposiums. 

PRIHAEY SOURCE DOCUHEHTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIOMS: General technology community; staff or members of affiliated 
organizations; government contractors. 

USER HESTRICTIOHS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to gualified users- 
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ASBDI Uo. S7500150 


QHIV* OF VIHGIHIJI^ DEPABTSEHT OF EH6IHEEHIHG SCIENCE AND STSTEKS 

ADDRESS; University of Virginia 
Charlottesville^ VA 
22901 

TELEPHONE; CH04) 924- 3292 

DIEECTOB: Scott, E* 

YEAR INPORttATION SODRCE BEGAN: 1819 

NXSSXON; The Dspaxttnent of Engineering Science and Systems is responsible for graduate 
ptograros uni research in the following areas: Aerospace Engineering, Engineering 
Physics, Systems Engineering- 

SQBGECT SCOPE; Crystallography; Structural engineering; Cryogenic safety; Fluid 

mechanics; Space technology; Physics; ttaterials; Mechanics of structural failure; Ait 
tacilities- 

MAJOR SUBJECT TERMS: Lasers; Fluid mechanics; Aeronautics; Aerospace engineering; 
Superconductors; Cryogenic fluid safety; Crystals; Materials; Structural failure; 
Plastics; X-rays; Fatigue (materials) ; Transportation; Structural materidis; Railroads- 

RESEARCH AND DEVELOPMENT ACTIVITIES: Areas of research include fluid dynamics, flight 
mechanics, space technology applications, structures, cryogenics, solid state 
electronics, laser applications, and transportation research- 

SPECIAL SCOPS FEATURES; Specialized research facilities include: low-speed wind tunnels 
tor high-lift investigations of the atmospheric boundary layers of the earth and other 
planets; superconducting electromagnetic wind tunnel balance system particularly suited 
for dynamic stability research- 


STAFF SUBJECT SFECI&LISTS: 




Suhiect Specialty 

Tel. HOj. and Ext.JxJ. 




Fischer, S- s. 

Aerodynamics 

(804r92«-3292~”“ 

i 

Hdviland, J- K. 

Aeronautics; Aerospace Engineering 

(804J 92U-3292 


Jaconsen, I* D- 

Control Systems 

(804)924-3292 


‘Morton, J. B- 

Fluid Mechanics 

(804)924-3292 


Pilkey, M. D. 

Mechanical Engineering 

(804) 924-3292 

1 

Junkins, J- L. 

Aerospace Engineering 

(004)924-3292 

I 

Zapata, R. N- 

Superconductors 

(804) 924-3292 

1 

\ 

STAFF: Full-time - 

professional 33, nonprofessional 37, total 70; 

part-time - 

' : ■ i 


professional Or nonprofessionai 0, total 0^ ; 


XUIERNAL POBLICATIOKS: Technical reports; periodicals/journals. 

HOLDINGS; Boots; reports and reprints; periodicals; total number of titles 46,000. 

REFERENCE AND QUERY SERVICES; Questions answered individually; analytical studies: 
advisory and consulting services; referrals- 

OTHBB SERVICES: Reproduction/publication services; courses/workshops; 
conferences/symposiums- 

PRIMARY SOURCE DPCUHENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIONS: General technology community; immediate staff or members; government 
con tractoES- 

OSER BESTHICTIOIS: None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 
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ASPDI Wo. S75001*i1 


UBI?. OP VIBGIHIA, DEPABTHEHT OP HATEBIAI. SCIEHCBS 

ADDRESS: University of Virginia 
Charlottesviller VA 
22901 


Xh^EPHOHE; (604) 924-3264 
director: Wilsdorf, H. G, F. 


SEAR IBFORHATIOH SOURCE BEGAH: 1961 

MXSSIOB: ro offer graduate training and research prograas in the study of the stmctare 
and properties of materi:ils- 

StlBJECT SCOPBi Crystallography; Metals; Physics; Computers; Biology; Plastics; Material??; 
Mechduics of structural failure; Conposite materials. 

MAJOR SUBJECT TERMS: Crystals; Physics; Failure; Fatigue (materials) ; Metallurgy; 
Materials; Plastics; Molecular structure. 

RESEARCH A»D DEVELOPMENT ACTIVITIES: Research topics include crystal structure, crystal 
detects, computer applications, physical metallurgy, polymer physics, surface and 
interface studies, and bloma terials. 


SPECIAL SCOPE FEATURES: Special facilities available include a structural testing 
laboratory capable of exerting high-capacity fatigue loads. 


STAFF Sil EJECT SPECIALISTS: 


Na me 

Wiisdorf7"'H7~- F. 
Wauncr, R. Jr« 
Jesser, W. A. 
Kuhlraan-Wilsdorf , G. 
Barker, R. E. 


Su b je ct Spe cial ty 

Metallurgy 
Composite Materials 
Physics ; Metallurgy 
Crystals 
Polymers 


INTERNAL PUBLICATIONS: Technical reports; periodicals/journaLs. 
HOLDINGS: Books; reports and reprints; periodicals- 


Tel._No . a nd Ext. (x)_ 
'( 804 ) 9 24 - 3^4 
(804)924-3264 
(004) 924-3264 
(004)924-3264 
(804)924-3264 


REFERENCE AHD QOEBI SERVICES: Questions answered individually; analytical studies; 
advisory and consulting services; referrals. 


OTHER SERVICES; Reproduction/publication services; courses/workshops; 
conferences/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST; Hard copy. 

USER QUALIFICATIONS: General technology community; iumediate staff or members; government 
contractors. 


USEE RESTRXCTIOHS: None. 

PRICING AND SERVICES CHARGES; Charge for some services to qualified users. 
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ASBDI Ho. S7500152 


DfllVo OP »ASHIK6TOt3, DEPARTMENT OF MECHANICAL EHGIHBBEIHG 

aODRESSi University of Washington 

Department of Mechanical Engineering FU-10 

Seattle, HA 

90195 

TELEPHONE: (206)543-5488 

'DIRECTOR: Childs, M. E. 

VEAB IHPOHHATION SOURCE BEGAN: 1965 

UXSSIOE: Provides basic and applied research in materials sciences covering life 

prediction of materials, fracture toughness, fracture mechanics, failure analysis and 
design against failure, 

SUBJECT SCOPE: Mechanics of structural failure; structural materials limitations 
(metallic and nonmetal lie) ; Structural engineering. 

UAJOB SUBJECT TEBHSi Failure; Fatigue {materials) ; Mechanical engineering; Fracture 
mechanics. 


RESEARCH AMD DEVELOPHBHT ACTIVTTIUS: Performing research on two- and three-dimensional 
fracture mechanics and t uo-dimt^ nsional fracture dynamics. 

SPECIAL SCOPE FEATURES: Expertise in safety technology in the areas of failure analysis 
or actual airplanes. 


STAFF SUBJECT SPECIALISTS: 


Name 

Emery, A. F. 
Kobayashi^ A 
Taggart, B. 
Sanduith, C« 


Subj ect S pe cialty 

Fracture Mechanics 
S. Fra;cture Mechanics 

Failure; Materials 
J. Failure; Materials 


Tel- No , and Ext, (x) 

T2W543-5338 

(206) 543-5480 
(206) 543-5238 
(206) 543-1263 


STAFF: Full-time - professional 4, nonprofessiouiil 0, total 4; part-time - professional 
4, nonprofessional 0, total 4, 

iUTEHtJAL PUBLICATTOBS: Conference papers; contract reports* 

aOLDXDGS: books; abs tracts/indexes ; reports and reprints; periodicals; reference 
lists/Dibiiogr&phies; standards and specifications; graphics/tables; statistical 
compilations; films and slides; total number of titles 60,000* 


BSiFEHENCH AND QTJERy SERVICES: ORestions ansu ered individually; retrospective searches; 
stdte-or-the-art reviews; analytical studies; advisory and consulting services; 
referrals; translations Japanese-English- 


OTHER SERVICES: On-site use of collection; courses/uorkshops; confer ences/sytuposiums. 
PHMARY SOUEGE DOCUHEllTS AVAILABLE ON REQUEST: Hard copy. 

USER QUALXFICATIonS: General technology community. 

USER SESTRXCTIOaSs Hone. 

FRiCIUG A0D SERVICES CRaBGBSt Charge for some services to qualified users. 
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ASRDI Ho. S75001S3 


tIHIY. OF SCISCOHSIH, ENGIREBEIHG EXPESIKEHT STA!?IOJT 

ADDRESS; University of Wisconsin 

Engineering Experiment Station 
1500 Johnson Drive 
Hadison, ffl 
53706 

XELEPHOHE: (608)263-1610 

DIRECXORS Coberlyr C- A. 

YEAR IHFOHMATrOS SOURCE BEGAN; 1894 

NX5SXON; TO promote engineering education by encouraging, fostering and conducting 

scientific investigations and industrial research; by training and developing persons 
for the conduct of such investigations and research; and by acquiring and disseminating 
knowledge in relation to industrial and engineering problems. 

SUBJECT -SCOPE; Chemical engineering; Plastics; Hechanical, industrial, civil and marina 
enginaering; Fluid mechanics; Soil mechanics; Electronics and alectrical engineering; 
Uechanics of structural failure; Structural materials limitations; composite materials; 
Metals; Human factors engineering; Aeronautics; Mining engineering; Nuclear science and 
technology; Fire, explosion and detonation. 

MAJOH SUBJECT TERHS; Chemical engineering; Mechanical engineering; Electronics; Fluid 
mechanics; Structural engineering; Human factors engineering; Aeronautics; Aerospace 
engineering; Stress analysis; Combustion; Fatigue (materials); Nuclear engineering; 
Vibration; Failure; Civil engineering; Mining. 

RESEARCH AND DBVELOPfiEKT ACTIVXTXESs Areas of relevant research include; Aerospace 
Mechanics, Physical Properties of Structural Materials, vibrations and Wave 
Propagation, Human Factors Engineering, Electrical Engineering, Mechanical Engineering, 
and Nuclear Engineering. 

SPECIAL SCOPE FEATUHESs Facilities available include: Cement Laboratory, Concrece 
Laboratory, Fatigue Laboratory, Metals Laboratory, Experimental Stress Analysis 
Laboratory, and Structural Laboratory. 

Tel. N o . _a n d_E X 1 X L. 
(60af263-2923 
(6 08) 262-3491 
(608) 262-3491 
(608) 26 2-3491 
(608) 262-3991 
(608) 262-3990 
(6 08)262-3 992 
(608) 262-3993 
(608)262-3993 

STAFF: Full-time - professional 4B0, nonprofessional 20, total 500; part-time - 
professional 0, nonpxo fessional 0, total 0- 

IHTEHNAL paBLICATIONS: Abstracts; technical reports; periodicals/journals; conference 
papers- 

HOLDINGS: Books; periodicals; total number of titles 85,000. 

REFERENCE AND QUERY SERVICES? Questions answered individually; analytical studies; 
advisory and consulting services. 

OTHER SERVICES; Courses/vorkshops ; conferences/symposiums. 

PRIMARY SOURCE DOCUMENTS AVAILABLE OH REQUEST: Hard copy. 

USER QUALIFICATIOBS: General technology community; government coatractors. 

U3ER RESTRICTIONS; None. 

PRICING AND SERVICES CHARGES: Charge for some services to qualified users. 

DECEMBER 1975 


STAFF SUBJECT SPECIALISTS: 

Sd®® I 

Doven, J. R. 

Peyrot, A. H. 

Salmon, c. G. 

Wang, C. K. 

Cheng, S- 
Schlack, A. L. 

Kessei, P- G. 

Lovell, E- G. 

Sandor, B- I- 


Subject Specialty 

Combustion; Explosions 

Structural Engineering; *?el lability 

Structural Engineering 

Structural Engineering 

Stress Analysis 

Structural Engineering 

Dynamics; Vibrations 

Structural Engineering 

Fatigue (Materials) 
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ASRDl No^ S7500154 


VALLEY FOEGE SPACE CEBTERr PLASTICS AHD ADVAKCED COMPOSITES LAB. 

ADDRESS^ Valley Forge Space Center 
P.O. B03C 8555 
Philadelphia, PA 
19101 


TELEPHONES (215) 962-3872 

DIHECTOR: Husikant, S« , Dr« 

PAREHT-SPOHSOR-HOST AFFILIATION: General Electric Co. 

YEAR INFORMATION SODRCE BEGAN: 1958 

HISSION: To develop advanced materials for use in space vehicles and reentry systems. 

SUBJECT SCOPE: Spacecraft technology; Space vehicle problents; Composite materials; 
Cryogenic safety; Plastics; Ceramics; Metallurgy; Adhesives and seals. 

HAJQE SUBJECT TERMS: Spacecraft; Ceramics; Materials; Elastomers; Plastics; Composite 
materials. 

RESEARCH AND DEVELOPMENT ACTIVITIES: Research projects include development of external 
ceramic insulation for the space shuttle orbitec and development of thermal protection 
systems. 


STAFF SUBJECT SPECIALISTS: 


Na m e 

Hrltz, A. A. 
Husikant, S. 
lanzilli, H. 
Geohardt, J. 


Su bj ect S peci alty 

Chemistry; Plastics 

Ceramics 

Ceramics 

Ceramics; Chemistry 


Tel. N o . a nd Ext, fx) 
{215} 962-3872 
(215) 962-5942 
(215)926-6 070 
[215)962-1227 


STAFF: Full-time - professional 10, nonprofessional 15, total 25; part-time - 
professional 0, nonprofessional 0, total 0. . 


INIEEHAL PUBLICATIONS: Handbooks/maiiuals; abstracts; indexes; technical reports; 

statistical compilations; reference lists/bibliographies; standards and specifications; 
graphics/tabular materials; magnetic tape bibliographic data. 

HOLDINGS: Books; abstracts/indexes; reports and reprints; periodicals; reference 
lists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides. 

REFERENCE AHD QUERY SERVICES: Questions answered individually; advisory and consulting 
services; referrals. 


OTHER SERVICES: Interlibrary loans; reproduction/publication services; courses/workshops; 
conf ecences/symposiutns. 

PHIHABY SOURCE DOCUMENTS AVAILABLE ON REQUEST: Hard copy; microfilm copy; microfiche 
copy. 

USEE QUALIFICATIONS: General technology community; immediate staff or members; staff or 
members of affiliated organizations; government contractors. 

USER RESTRICTIONS: None; federal security clearance; registration with DDC. 


PRICING AND SERVICES CHARGES; All services free to qualified users. 
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ASBDI No. S7S001*5S 


VIRGIHIA POLTTECHHIC IHST. , DEPT, OP EHGIHEERIHG SGIEHCE ABD HECSAHICS j 

ADBHESSc Virginia polytechnic Institute and State University | 

College of Engineering ■ 

Blacksburg, Vfl 

24061 j 

TELEPHOHE: (703) 951-6651 | 

DIRECTOR^ Frederick, D. ! 

i 

YEAR IHFORHATION SOURCE BEGAH: 1872 i 

HISSXOU; As part of the Virginia Polytechnic Institute and the State University, performs I 

reseaLch on various aspects of behavior of composite materials for 0. S. Army office of I 

Research and Engineering, RASA, U,S. Air Force, AEC, and VPI and SU. 1 

SUBJECT SCOPE: Composite materials; Mechanics of structural failure; Structural materials j 

limitations {metallic and noniisetallic) ; Structural engineering; Acoustics. 

HAJOB SUBJECT TERRS: Nondestructive evaluation; Fatigue (materials); Failure; Materials t 

Materials tests; Stress analysis; structural materials; Acoustics; Composite materials, | 

RESEAhCH AND DEVELOPMENT ACTIVITIES: Current areas of research include; Strength of | 

Composite Materials Composite Materials, Environmental Effects on Fiber Reinforced 
Composites, Failure Analysis, Fracture Mechanics, Failure of structural Materials, | 

Material Fatigue, Stress Analysis, Crack initiation and Propagation, aud Acoustic | 

Emissions. . 1 

STAFF SUBJECT SPECIALISTS: j 

_Name S ubject Specialt y 

Feif snider, K. L. Fatigue (Materials); Composite (703)951-5316 

Materials; Nondestructive Evaluation 

Heracovich, C. T. Composite Materials (703)951-5372 

Eellec, R. A. Fatigue (Materials) (703)951-6746 

Henneke, E. G, Mechanical Properties; Composite (703)951-5316 

Materials 

Stinchcofflb, W. H. Stress Analysis; Fracture Mechanics (703)951-6651 

Brinson, H. F* Composite Materials; Fracture (703)951-6627 

Mechanics 

STAFF; Full-time - professional 30, nonprofessional 20, total 50; part-time - 
professional 0, nonprofessional 0, total 0. 

HOLDINGS: Books; reports and reprints; periodicals; standards and specifications; 
graphics/tables; statistical compilations* 

REFERENCE AND QUERY SERVICES: Questions answered individually; state-of-the-art reviews; 
analytical studies; advisory and consulting services; referrals; scientific or 
statistical data retrieval/compilation. 

OTHER SERVICES: Interlibrary loans; courses/workshops; conferences/symposiums. 

USER QUALIFICATIONS: General technology community; immediate staff or members; government 
contractors. 

USER RESTEXCTXOHS: None. 

PRICING AND SERVICES CHARGES: Charge to all users for all services. 
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ASRDX HQ, S7500156 


VITRO LABS. 

ADDRESS^ Vitro Laboratories Division 
14000 Georgia Avenue 
Silver Spring, MD 
20910 

TBLEPHOHB: £301)871-4791 (301) 871-7493 
'DIRECTORS schafter, W. G. 

PARBKT-SPOHSOR-HOST AFFILXATIOH: Automation Industries, Inc. 

YEAR IHFORtSATIOH SOURCE BEGAHs 1966 - 

MISSIONS TO support the Department of the Navy*s Strategic Sytems Project Office in 

safety related activities for Fleet Ballistic Missile Weapon Systems and Stragic Weapon 
System, This includes the performance of studies and analyses to ensure that nuclear 
safety is not degraded, that the possibilities of inadvertent or unauthorized launches 
are eliminated, and that the possibilities or injury or death caused by incipient 
hazards are similarly eliminated or minimized. 

SUBJECT SCOPE; Missile technology; Nuclear safety; safety analysis; ordnance; Information 
theory (coding) - 

MAJOR SUBJECT TERMS; Information retrieval; Safety analysis; Missiles; Launching; Systems 
engineering; Tests; Reactor safety- 

RESEABCU AMD DEVELOPMEHT ACTIVITIES; R&D in the areas of Weapon System Safety including j 

analysis of interfacing subsystems; review of documentation (procedural, description, ] 

operation, maintenance, specifications, and drawings); fault tree analyses and fault 

tree analysis computer programs. : ] 

SPECIAL SCOPE FEATURES; Weapons system safety, analysis of interfacing sub-systems; | 

review of documentation {procedural, description, operation, maintenance, ^ 

specifications, and drawings); fault tree analyses and fault tree analysis computer 
programs. 

STAFF SUBJECT SPECIALISTS; 

Nam e Tel. __H Q._a a d Ert^ (x) 

Saben, M. Missiles; Systems Engineering (301)871-4793 

Goldberg, S. Missiles; Systems Engineering [301)871-4791 

Bender, M. Missiles; Systems Engineering {301)871-2248 

Seaton, D. Mathematics; Computer Programming (301)871-4956 

custen, L- Missiles; Systems Engineering (301)871-4575 

STAFF; Full-time - professional 5, non professional 1, total 6; part-tipp - professional 
0, nonprotessional 0, total 0. 

IHTEBMAL PUBLICATIOHS; Haadboofcs/man uals; technical reports; statistical compilations; 

iiewsletters/trade literature. I 

HOLDINGS; Books; reports and reprints; periodicals; standards and specifications. 

BEFEBEHCE AND QUERl SERVICES; Questions answered individually; retrospective searches; 
selective dissemination of information; state-of-the-art reviews; advisory and 
consulting services; referrals. 

OTHER SERVICES; Reproduction/publication services. 

PRIHABY SOURCE DOCOMEHTS AVAILABLE ON BEQUEST; Not available. 

USER QUALIFICATIOMS; General technology community ; go vernment employees; government 
contractors- 

USEB EESTHXCTIOBS; None; federal security clearance for classified materials. 

PRIcXiG AHD SERVICES CHARGES; Charge to all users for all services. 
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ASRDI N0« 57S001S7 


WASHIHGTOU COLLEGE 


ADDBES5: Washington College 
cbestertoun^ HD 
21620 

TELBPHOHE3 (301) 778-2800 

DEEECTORs WcLaiu, H. 

YEAR XHPORttAlJXOM SOURCE BEGAK3 1946 

Missions To apply scientific principles to the arts of pyrotechnics, explosives, and 
satety in these fields, 

SUBJECT SCOPE: Aerospace explosives, pyrotechnics and initiators; Fire, explosion and 
detonations; Chemistry. 

MAJOR SUBJECT TEEMS: Explosives; Propellants; Pyrotechnics; Smohe; Chemistry. 

HESEARCH AH0 DEyElOPHEHT ACTIVITIES: Solid State chemistry; initiating chemicals; flares; 
propellants; smokes; pflegmatization of explosives- 

STAFF SUBJECT SPECIALISTS: 

n ame Sub-ject S p eci a lty Tel., Ko . and E xt , l x). 

Mclaintf^J- Explosives (301) 778-2800 ext 201 

Conkiing, J- A. pyrotechnics (301)778-2800 

STAFF: Full-time - professional 1, nonprofessional 0, total 1; part-time - professional 
0, nonprofessional 0, total 0. 

XHTEBNAL P0BLICATXOHS: Indexes; technical reports; standards and specif ic£:tions. 

H0LDXMG5: Books; abstracts/indexes ; reports and reprints; periodicals; reference 
iists/bibliographies; standards and specifications; graphics/tables; statistical 
compilations; films and slides, 

BEFEEEKCE AHD QUERY SERVICES: Questions answered individually; selective dissemination of 
information; analytical studies; advisory and consulting services; referrals. 

OTHER SERVICES: Courses/vorkshops; conferences/sy raposlums. 

PRIMARY SOURCE DOCUHEHTS AVAILABLE OH REQUEST: Hard copy- 

OSER QUALIFXCATXOHS: Seneral tecKnology community. 

USER RESTEICTIOHS: None. 

PRXCIMG AHD SERVICES CHARGES: Charge for seme services to qualified users. 
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KSnDX NO. S7500t58 


NOBLD DftM CBHTER hz ROCKETS AND SATELI-ITES (BDC-A) 

ADDRESSs Goddard Space Flight Center 
Code 601 
Greenbeltr HD 
20771 

TELEPHONE: (301) 982-6695 
DIRECTOR: Vette, J- I- 

PAEBHT-SP0NS0R~H0ST AFFILIATION: NASA; National Academy of Sciences 
TEAR INFOEHATXOH SOORCE BEGAN; 1955 

HISSIOH: To provide an international e^cchange of -scitrntific reports concerning rocket and 
satellite experiments^r and to assist scientists in obtaining additional data. 

SUBJECT SCOPE: Extraterrestrial environmental hazards; Space technology; Physics. 

MAJOR SOBJECT TERMS; Extraterrestrial environments; Cosmic rays; Launching: Reactor 

safety; Nuclear radiation; Solar radiation; Physics; Spacecraft; Information retrieval. 

STAFF SUBJECT SPECIALISTS; 


Name 

Subiect Specialty 

Tel- Ho. and Ext. fz) 

Vette, J. I. 

Physics 

(301) 982-6695 

Cameron, N. C. 

Magnetosphere; Physics 

(301)982-4303 

Chan, K- 

Magnetosphere; Physics 

(301)982-2133 

Davis, L. R. 

Magnetosphere; Physics 

{301)982-5728 

Du bach, L. L* 

Met^?oiology 

(301)982-4556 

tlei, 0. S. 

Nuclear Physics 

(301)932-5783 

Hilberg, R. H. 

Magnetosphere; Physics 

(301) 982-2133 

Horowitz, R, 

Aeronomy 

(301)932-4556 

Kelsali, T. 

Astronomy 

(301)982-6045 

King, J. H. 

Nuclear Physics 

(301)982-6314 

Lease, J. C. 

Meteorology 

(30T) 982-4556 

Sawyer, D. 

Nuclear Physics 

(301)982-2-33 

Schofield# N. 

Magnetosphere; Physics 

(301)982-2133 

5 tassingo poulos , E. 

G. Nuclear Physics 

(301)982-4067 

Teague, M. J. 

Magnetosphere; Physics 

(301)982-2133 

Hende, C. D. 

Astronomy 

(301)982-6045 


STAFF: Full-time - professional 22, nonprof essional 0, total 22; part-txaie - professional 
0, nonprofessional 0, total 0. 

INTERNAL PUBLICAtlONS: Book catalogs; technical reports; reference lists/bibliographies. 
HOLDINGS: Reports and reprints. 

BBFBBEHCE AND QOEHT SERVICES: Questions answp^ed individually; scientific or statistical 
data retrieval/compilation- 

OTHEE SERVICES; On-site Use of collection. 

USER QUALIFICATIONS: General technolo'^y comounity, 

USER EESIRICTIOHS: None. 

PRICING AND SERVICES CHARGES; All services free to qualified usees ^ 
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ASRDI No 


S7500159 


YORK RBSEAECH COHPOHITIOH {TRCJ 

ADDRESS: One Research Drive 

Stamford, CT 06909 7100 Broadvay 
Bldg 3A 
Denver, CO 
80221 

TELEPflONES (203)325-1371 or (233)426-1582 


DIRECTOR: Govan, F. A,, P,E* 

YEAH IKFOEHATIOH SOURCE BB6A1S: 1941 


tflSSXOR: To serve the private and public sectors in the areas of energy conservation and 
economic analysis, environmental testing, ambient and source pollution testing, 
combustion research and safety engineering* 

SUBJECT SCOPE; Cryogenic safety; Combustion and ignition; Marine engineering; Energy 
conservation techniques; Meteorology; Analytical cheaistry* 


HAJOB SUBJECT TERMS; Air pollution; Combustion; Fuels; oils; Liquified gases; Molybdenum; 
Compressed gas; Cryogenic fluid safety; Meteorology; Shock; vibration; Environments; 
Energy; Catalysts* 

RESEARCH AHD DEVELOPMEMT ACTIVITIES: Projects include: development of municipal solid 
vaste (MSW) fuels, oil suspension of MSU fuels, molybdenum substitute for TEL in 
gasoline^ sonic atomization btirners, low excess air and flue gas recirculation in 
boiler operations* 


STAFF SUBJECT SPECIALISTS: 


Nam e 

Melmed, K* , Dr. 
Monro, R. 

Curt, E. 

Kaplin, E* 
cling man, P* 


Su b ject Specialt y 

Catalysts 
combustion 
Economic Factors 
Meteorology; Air 
Environments; Tests 


STAFF: Full-time - professional 55, nonprofessional 15, total 70; 
professional 0, nonprofessional 5, total 5* 


Tel* No. and Ext, (x) 
(203) 325-1371 
(203) 325-1371 
(203)325-1371 
(203)325-1371 
(203) 325-1371 


part-time - 


INTERNAL PUBLICATIONS; Handbooks/manuals; technical reports and economic papers; 
conference papers. 


HOLDINGS: Books; abstracts/indexes; reports and reprints of YRC published and conference* 
papers* 

HEFBRBHCB AND QUERY SERVICES; Questions answered individually; advisory and consulting 
services; proposal preparations^ 

OTHER SERVICES; Reproduction/publication services; computer analysis and data; machine 
shop; instrument calibration. 

USER QOALIFICATIDHS: Ad hoc permission. 

USER RESTEICTIOHS; None. 

PEICIHG AND SERVICES CHARGES: Charge to all users for all services (except minor 
services) . 

DECEMBER 1975 
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INDE2JES 


I. INFORMATION SOURCES LISTED BY AREAS OF EXPERTISE 

II. ALPHABETICAL LIST OF EXPERTS 

III. EXPERTS LISTED BY SPECIALTY 
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Information Sources Listed By Areas Of Expertise 


Acceleradan 

Garbell Research Foundntion^ 6S 

Accelcration/decalmtfon 
sec Accslcratian 

Accident analysis 

sse Accident investigation 

Accident data 

sss Accident mvcstigalign 

Accident/incident investigatiDn 
see Accident investigation 

Accldent/lncident reporting 
see Accident investigation 

Accident investigation 

see also Accident prevention; Accidents 
Arthnr D. Little^ Safety and Fire Technology Unit, 17 
Canale Research, 37 
Cninaton Research Inc., 51 
Ciyogenic Conaultonta, Ina, 53 
GarbsU Research Foundation, 68 
Hazards Research Corporation, 75 
Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Leak, John S., Consultants, 95 
National Bureau of Standaids, Mechanical Properties 
Section, 107 

National Highway Traffic Safety Admin., Tech. Ref, Br, 

m 

National Safety Council, 116 
Office of Hazardous Materials, 130 
Ohio State Uiuv., Aviation Medicine Research Laborato- 
ry, 131 

Profesaionol Air Traffic Controllers Organization, 141 
U* S. Army Agency for Aviation Safety, 154 

Acddc^nt prevention 

A daticn Safety Institute, 22 

Bodng Vertol Co., Product Assurance and System Safety 
34 

Consumer Product Safety Commission, 47 
Federal Highway Administration, 64 
Institute of Safety and Systems Management, Safety Cen- 
ter, 34 

Inst, of Safety end Systems Mgmt, Traffic Safety Center 
85 

International Safety Academy, 90 
Manufacturing Chemists Assn., Information Services 
lOD 

National Safety Council, 116 

Professional Air Traffic Controllers Organization, 141 

U. S. Army Agency for Aviation Safety, 154 

Accident procedures 

see. Accident prevention 

Accident reporting 

see Accident investigation 

Accidents 

see also Accident investigation; Accident prevention 
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Accidents fetmPd) 

Boeing Aerospace Co., Product and System Safety Org. 
31 

Boeing Vertol Co., Product Assurance and System Safety 
34 

Center for Short-Lived Phenomena, 3B 
Consumer Product Safety Commission, 47 
Food and Drug Administration, Poison Control Program 
65 

International Safety Academy, 90 
Leak, John S., Consultants, 95 
George Washington Univ., School of Engin. and Appl. 
Sci., 9 

National Safety Council, 116 
Oak Ridge Associated Univ,, REAC/TS, 128 
Oil and Hamdous Material Technical Assistance Data 
System, 133 

Accidents/incidents 
see Accidents 

Acoustic loading 
see Acoustics 

Acoustic radiation 
see Acoustics 

Acoustics 

American Imt of Aeronautics and Astronautics, Inc. 

12 

Comprehensive University of Dayton On-Line Services 
44 

Cranston Research Inc,, 51 
Garbell Research Fouhuation, 68 
Georgia Inst, of Technology, Engineering Experiment 
Station, 71 

Mass. Inst of Technology, Dept of Mechanical Engi- 
neering, 101 

Naval Rj^earch Laboratory, 118 
Nondestructive Testing Data Support Center, 122 
University of Tennessee, Space Institute, 162 
Virginia Polyteeb. Inst., Dept, of Engin. ScL and Mcch. 
171 

Adhesivea 

Auburn Univ., Materials Engineering Dept, 20 
Cobalt Information Center, 42 
Plastics Technical Evaluation Center, 140 
Stanford Rjesearch Inst, Tech. Inform. Serv., 148 

Aerodynamic How 
see Aeronautics 

Aerodynamic friction 
see Aeronautics 

Aerodynamics 

see Aeronautics 

Aerotmutico 

American Astronautical Society, 9 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Center for Short-Lived Phenomeno, 38 
Garbell Research Foundation, 68 
Government-Industry Data Exchange Program, 72 


OHGINaU PAGE JS 

GP POOR QlTAUTSr 




I 

f 


Aeronautics (contM) 

Jet Propulsion Lab.» 91 

Knowl^ge Availability Systems Information Center, 93 
Leak, Jolin S., Consultants, 95 
Soc. for the Advonument of Material and Process Hn- 
gin., 147 

U. 5. Army Agency for Aviation Safety, 154 
Univ* of Virginia, Pept of Engineering ScL and Syst 
166 

Univ. of Wisconsin, Engineering Experiment Station 
169 

Aerospace engineering 

see also Safety engmeering 

Becker, Herbert, Consultant, 2S 

Boeing Aerospace Co., Experience Analysis Center, 30 

Boeing Aerospace Co., Fri^uct end System Safety Org. 

31 

Boeing Aerospace Co., Safety Engineering 32 
Canale Research, 37 
Center for Short-Lived Phenomena, 3B 
Cosmodyne; 49 
Cranston Research Inc., 51 
General Electric Co., High Voltage Laboratory, 69 
Govemmcnt-Induslry Data Exchange Program, 72 
Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Jet Propulsion Lab., 91 
Leak, John S., Consultants, 95 
Soc. for the Advancement of Material and Process En- 
gin., 147 

Univ. of Virginia, Dept of Engineering Sci. and Syst 
166 

Univ. of Wisconsin, Engmeering Experiment Station 
169 

University of Tennessee, Space Institute, 162 
University of Utah, Flammability Research Center, 163 

Aerospace explosives 
sec Explosives 

Aerospace groimd facilities 

see Ground support systems 

Aerospace groimd operations 
sec Ground support systems 

Aerospace medicine 
sec oho Medicine 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Auburn Univ., Materials Engmeering Dept, 20 
Duke Univ. Eye Center, 56 

Federal Aviation AdrnmiatratiQn, Off. of Aviadon Medi- 
cine;, 63 

HT Research Inst, 76 

Knowledge Avoilabiiity Systems Infarmation Center, 93 
Ohio State Univ., Physiological Fluid Mechanics Res. 
Grp., 132 

Ohio State Univ., Aviation Medicine Research Laborato- 
ryi 131 

Aerospace nuclear safety 
Reactor safety 

Aerospace sciences 

see Aerospace engmeering 

Air 

Lockheed Radiation Physics Group, 93 


Air navigation 

sec Navigation aids 

Air navigation aids 

see Navigation aids 

Air pollutants 

see Air pollution 

Air pollution 

sec also Fires; Smoke 
Airport Operators Council International, 5 
Arthur D, Little, Safely and Fire Technology Unit 17 
Environmental Protection Agency, Off. of Radiation Pro- 
grams 62 

Mass. Inst, of Technology, Dept, of Mechanical Engi- 
neering, 101 

Univ. of Virginia, Department of Civil Engineering, 164 
York Research Corporation, 175 

Air pollution control 
see Air pollution 

Air rescue/recQvery operations 
sec Rescue operations 

Air traffic control 

Aerospace Corp., Energy & Transportation Division, 3 
Aviation Safety Institute^ 22 
Aviation Simulations International, 23 
Federal Aviation Administration, Off. of Aviation 'Medi- 
cine, 63 

IIT Research Inst., 76 

Leak, John S., Consultants, 95 

Professional Air Traffic Controllers Organization, 141 

U. S. Army Agency for Aviation Safety, 154 

Air traffic control facilities 
sec Air trafdc control 

Air traffic control operadotti 
sec Air traffic control 

Air transportatian 

sec Aircraft safely 

Aircraft certification 

sec Aircraft problems 

Aircraft communications 
sec Telecommunications 

Aircraft engines 
sec Engmes 

Aircraft equipment 

see Aircraft problems 

Aircraft fuels 

see also Fuels 

U.S, Army Fuels and Lubricants Research Laboratory 
. 155 

Aircraft instrumentation 
see Aircraft problems 

Aircraft instruments 

see Aircraft problems; Navigation aids 

Aircraft laws/standards/regulations 
Aircraft problems 

Aircraft maintenance 

see aha Aircraft problems 
R. Dixon Speas, ^odates, 142 
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Airci^t pniblcms 

see also AircroH maintenance 
Aviation Systems Command Reference Libraiyp 24 
Boeing Aerospace Co,, Experience Analysis Center, 30 
Comprehensive University of Dayta On-Line Services 
44 

Gorbell Research Foundation, 68 
Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Leak, John S,, Consultants, 95 

U, S. Army Agency for Aviation Safety, 154 

Aircraft propulsion systems 
see Engines 

Aircraft regulations 

see Aircraft problems; Civil aviation 

Aircraft reliability 

see Aircraft problems 

Aircraft safety 

American Inst of Aeronautics and Astronautics, Inc, 

12 

Army Materiel Command Safety Ofiice, 16 
Arthur D, Little, Safety and Fire Technology Unit, 17 
Aviation Safety Institute 22 
Aviation Simulations International, 23 
Boeing Vertol Co., Product Assurance and System Safety 
34 

Cranston R^earch Ino<, 51 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

Gorbell Research mdation, 68 
General Electric O High Voltage Laboratory, 69 
IIT Research Ins- , 76 
Leak, John S., Consultants, 95 
Lightning and Precipitation Static Test Laboratory, 96 
Lightning and Transients Research Inst, 97 
McDonnel Aircraft Co., Lightning Simulotion Laborato- 
ry, 102 

National Bureau of Standards, Fire Res. Inferm. Services 
106 

National Safety Council, 116 

Northwestern Univ., Transportation Center Library, 126 
R. Dixon Speas, A^ociates, 142 
U, S. Army Agency for A^ation Safety, 154 
Univeraity of Utah, Flammability ResKirch Center, 163 

Aircrafi subsystems 

see Aircraft problems 

Aircraft types 

see Aircraft safety 

Airport «}nstnittlon 
see. Airports 

Airport cmergeacy foclilti^a 
see Airports 

Airport eracrgeucy fadlltfes/equipment 
see Aiqjorts 

Airport facilities 
see Airports 

Airport tightiDg 
see Airports 

Airports 

see also Landing aids; Navigation aids 
Airport Operators Council International, 5 


Altports (cont’d) 

Austin Research Engineers, Ina, 21 
Gatbell Research Foundation, 68 
International Association of Chiefs of Police, 86 
John S., Consultants, 95 

PrMessional Air Traftic Controllers Organization, 141 

R. Dixon Speas, Associates, 142 

U. S. Anny Agency for Aviation Safety, 154 

Aluminum 

see also Metallurgy 
Aluminum Association, Inc., 8 
Reynolds Metals C0„ Technical Information Services 
144 

Aluminum alloys 
see Aluminum 

Analytic methods 

see Test equipment 

Analytical chemistry 
see T^ts 

Analytical methods 
see Materials tests 

Analytical techniques 

see Materials tests; Test equipment 

Anthropometry 

see Human factors engineering 

Applied forces (stresses) 
see Stress analysis 

Applied research 

see Research and development 

Astronomy 

American Astronautical Society, 9 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

International Planetary Patrol, 89 
Jet Propulsion Lab., 91 
Northern Arizona Univ., Dept, of Physics, 124 
Univ. of Virginia, Department of Electrical Engineering 
165 

Astrophysics 

see Astronomy 

Atmospheres 

see also Environments 

General Electric Co., High Voltage Laboratory, 69 
Georgia Inst, of Technology, Engmeering Experiment 
Station, 71 

Intenjationnl Planetary Patrol, 89 
Lockheed Radiation Physics Group, 98 

Atmospheric monitoring 
see Atmospheres 

Atmospheric sciences 
jjcff Atmospheres 

Atomic structure 

see Nuclear physics 

Automotive safety equipment 
see Vehicles (land) 

Auxiliary power sources 
see Power supplies 
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Auxiliary power systems 
see Power supplies 

Ballistic mlssUes 
see Missiles 

Basic materials 
see Materials 

Basic research 

see Research and development 
Batteries 

see Electric batteries 
Behavior 

see Human factors engineering; Psychology 
Behavioral sciences 

see Human factors engineering; Psychology 

Bibliographies 

see Information retrieval 

Blodyncmlcs 

see Life sciences 

Biolnstrumentatlon 
see Life sciences 

Biological sciences 
see Life sciences 

Biology 

see Life sciences 

Biomechanics 

see Life sciences 

Biomedical engineering 
see Life sciences 

Biomedidne 

sec Life sciences 

Biotechnology 

see Life sciences 

Bipropellants 

see Propeh^r/s 

Breathirg apparatus 

American LoFrance Inc., 13 
Pennsylvania State Univ. Lab. for Human Perfonnance 
Res., 136 

Buffeting 

Aeronautics 

Boltt-ln test equipment 
see Teats 

Bums 'irduries) 

Smoke, Fire and Bum Foundation^ Inc., i46 

Coast Guard, Cargo and Hazardous Materials Division 
41 

National Cargo Bureau, Inc., 108 

Casting 

sec Metallurgy 

Catalysts 

York Research Corporation, 175 
Ceramics 

Cobalt Information Center, 42 
Electronic Properties Infonnatioii Center, 60 


Ceramics (conpd) 

Phase Diagrams for Ceramists, 137 
Valley Forge Sp. Cent, Plastics and Adv. Composites 
Lab., 170 

Certification 

see Quality control 

Chemical analyslr 
sec Tests 

Chemical characteristics 
.see Chemical properties 

Chemical engineering 

Atlas Testing Laboratories, Inc., 19 
Church, J. M., Consultant, 39 
Hazards Research Corporation, 75 
Manufacturing Chemists Assn., Information Services 
100 

Univ. of Wisconsin, Engineering Experiment Station 
169 

Chemical hazards 

Army Materiel Command Safety Office, 16 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Consumer Product Safety Commission, 47 
Food and Drug Administration, Poison Control Program 
65 

Manufacturing Chemists Assn., Information Services 
100 

Technical Assistance Data System, 153 
Univ. of Arkansas, Chemical Engineering Department 
157 

Chemical properties 

Climax Molybdenum Co., 40 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Cobalt -lnfonnatian Center, 42 
Manufacturing Chemists Assn., Information Services 
100 

Phase Diagrams for Ceramists, 137 

Chemistry 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Atlas Testing Laboratories, Inc,, 19 
Bartlesville Energy Research Center, 26 
Battelle Memorial Inst., Library and Information Ser^ 
vices, 27 

Benet Laboratories, Technical Information Services Of- 
fice 29 

Center for Short-Lived Phenomena, 38 
Comprehensive University of Dayton On-Line Services 
44 

Knowledge Availability Systems Information Center, 93 
Manufacturing Chemists Assn., Information Services 
100 

National Bureau of Standards, Center for Fire Research 
104 

Naval Research Laboratory, 118 
Picatinny Arsenal, Scientific and Technical Inform. Div. 
138 

Plastics Technical Eval'^ation Center, 140 
Stanford Research Inst, Tech, Inform. Serv., 14S 
Washington College^ 173 

Civil aviation 

Aviation Safety Institute^ 22 
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Civil flviatiQti (coiit^d) 

Aviation Simulations International* 23 
Boeing Vertol Co., Product Assurance and System Safety 
34 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

Gnrbeil Research Foundation, 68 

Leak, John S., Consultants, 95 

Professional Air Traffic Controllers Organization, 141 

Civil engineering 

Austin Research EngineeiB, Inc., 21 
Government-Industry Data Exchange Program, 72 
Jet Propulsion Lab., 91 

Knowledge Availability Systems Informetton Center, 93 
Univ. of Virginia, Department of Civil Engineering, 164 
Univ* of Wisconsin, Enginesring Experiment Station 
169 

CleariaghDUSC 

ssa Information retrieval 

Climatic ranges 

see Meteorology 

Climatology 

see Meteorology 

Clothing 

Textiles 

Coatings 

see Metallurgy; Protective coatings 
Cobalt 

Cobalt Information Center, 42 
Codes 

see Safety reguladons 

Combustible gan detestcro 
see Gas detectors 

Comhustlan 

Government Research Li'boratory, 74 
Hazards Research Corporation, 75 
Industrial Risk Insurers, 79 
Institute of Gas Technology, 81 
International Association of Fire Chiefs, Inc., 87 
Moss. Inst of Technology, Dept, of Mechanical Engi- 
neerinjif, 101 

McDonnd Aircraft Co., Lightning Simulation Laboralo- 
iy» 102 

National Bureau of Standards, Center for Fire R^earch 
104 

National Bureau of Standards, Fire Res. Inform. Services 
IQ6 

National Center for Health Statistics* 109 
Pennsylvania State Univ., Applied Research laboratory 
135 

Smoke, Fire and Bum Foundation, Inc., 146 
Stanford Research Inst,, Tech. Inform, Serv., I4B 
U.S. Army Fuels and Lubricants Research Laboratory 
155 

Univ, of California, Fire Research Group, 159 
Univ. of V/isconsin, Engineering Experiment Station 
169 

University of Utah, Flammability Research Center, 163 
York Research Corporation, 175 


Combustion products 
see Combustion 

Commercial aviation 
see Civil aviation 

Communications 

see Telecommunications 

Communications systems 
see Telecommunications 

Compatibility 

see Structural materials 

Components 

see Safety equipment 

Composite materials 
see o/s£j Materials 

Plastics Technical Evaluation Center, 140 
Soc. for the Advancement of Material and Process En- 
gm„ 147 

University of Tennessee, Space Institute, 162 
Valley Forge Sp, Cent., Plastics and Adv. CdmposUes 
Lab., 170 

Virginia Polytech. Inst., Dept, of Engin. Sci. and Mech. 
171 

Composites 

see Composite materials 
Compounds 

see Chemical properties 
Comp^£5sed gas 

Army Materiel Command Safety Office^ 16 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Compressed Gas Association, Inc., 46 
Institute of Gas Technology* 81 
International Association of Fire Chiefs, Inc., 87 
National Bureau of Standards, Center for Fire Research 
104 

Univ. of Arkansas* Chemical Engineering Department 
157 

York Resetuch Corporation, 175 
Computer 

Univ. of Virginia, Department of Electrical Engineering 
165 

Construction 

see also Environments 

International Conference of Building Officials, 88 

Construction materials 

sec Materials; Structural materials 

Construction practices 

see Structural materials 

Consumer protection 

Airport Operators Council IntematiDnal, 5 
Com. for the Advancement of Public Interest Orga- 
nization^ 43 

Consumer Product Safety Commission, 47 
Food and Drug Administration. Poison Control Program 
65 

National Bureau of Standards, Center for Fire Research 
104 

National Center for Health Statistics, 109 



Control 

see Safely equipment 

Control systems 

see Safety equipment 

Controls 

sec Safety equipment 
Corrosion 

Atlas Testing Laboratories, Inc., 19 
Barsom, J. M., Consultant, 25 
Climax Molybdenum Co., 40 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Cokilt Infonnatioii Center, 42 
Metals Properties Council, Inc*, 103 
National Bureau of Standards, Mechanical Properties 
Section, 107 

Naval Air Engineciing Center, 117 
Reynolds Metals Co*, Technical Information Services 
144 

Corrosion characteristics 
see Corrosion 

Corrosion properties 
see Corrosion 

Corrosives 

see Corrosion 

Cosmic radlatiDn 
jft? Cosmic rays 

Cosmic rays 

National Geophysical and Solar-Ten estriai Data Center 

m 

Naval Research Laboratory, il8 

World Data Center A: Rockets and Satellites, 174 

Cotton 

see Textiles 

Crew conslderattons 

see Human factors engineering; Personnd selectioii 
Crews 

see Human factors engmeeiing; Personnel selection 

Cryogenic facility safety deslim 
see Cryogtmc fluid safety 

Chyogenlc fluid safety 

Arthur D* Little, Safety and Fire Technology Unit, 17 
Atlas Testing Laboratories, Inc., 19 
Becker, Herbert, Consultant, 28 
Compressed Gas Association, Inc., 46 
Coamodyne; 49 

Cryogenic ^nsultants, Inc., 53 
Dalton Research Center, 55 
Institute of Gas Technology, 81 
Los Alamos Scientifle Lab., Cryogenic Engineering Sec- 
tion, 99 

Mass* Inst of Technology, Dept* of Mechanical Engi- 
neering, 101 

Naval Air Engineering Center, 117 
Office of Hazardous Materials, 130 
Oil and Hazardous Material Technical AssiEtance Data 
System, 133 

Systems Safety Society* 152 
Univ* of Arkansas, Chemical Engineering Department 
157 


Cryogenic fluid safety Oioiit’d) 

Univ. of Virginia, D^u of Engineering ScL and Syst. 
166 

York Research Corporation, 175 

Cryogenic fluids 

see Cryogenic fluid safety 

Cryogenic fluids handilng 

Cryogenic fluid safety 

Cryogenic fluids tronsportatloa 
see Cryogenic fluid safety 

Cryogenic systems 

see Cryogenic fluid safety 

Cryogenic syetems hazards 
see Cryogenic fluid safety 

Cryogenic systems materlab selection 
see Crystals 


Crystallography 
see Crystals 

Crystals 

Superconductive Materials Data Center, 151 
Univ. of Virginia, Dept, of Engineering Sci. and Syst 
166 

Univ* of Virgima, Department of Material Sciences, 167 

Cubical expansion 

see Physical properties 

Dangerous industrial radiation 
sec Nuclear radiation 

Dangerous materials 

see Hazardous materials 

Dangerous materials disposal 
see Hazardous materials 

Data and ittformatiGn 

see Information retrieval 

Decompression 

see Rescue operations 


Detection 

see Detectors 

Deteeflon and warning systems 

see Detectors; Warning systems 

Detectors 

seeelso Gas detectors; Warning systems 
Aviation Simulations Ihteinational, 23 
Bodng Vcrtol Co., Product Assurance and System. Safety 
34 

Earth Resources Observation Systems Data C^ter, 57 
Eastern Environmental Radiation Facility* 59 
Garbell Research Foundation, 68 
National Bureau of Stemdards* Fire Res* Inform. Services 
106 

Oak Ridge National Laboratory* Health Physics Division 

, . : 129-- ■ 


Crystal structures 
see Crystals 


Deflagration 

Hazards Research Corporation, 75 
Density 

see Physical properties 
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Detoaatiaas 

see Explosions 

Dissociatioti 

see Nuclear physics 

Earth sciences 

Amencan Inst of Aeronautics and AstrondUtics> Inc. 

12 

Austin Research Engineers, Incx, 21 
Center for SIiort-Lived Phenomenut 38 
Earth Resources Observation Systems Data Center* 57 
Georgia Inst of Technology, Engineering Enpeituent 
Station, 71 

Jitt Propulsion Lab., 91 

Knowledge Availability Systems fnformaticn Center, 93 
National Geophysical and Solar-Terrestrial Data Center 
111 

National Oceanographic Data Center, 114 
Univ. of California, Department of Civil Engineering 
158 

Education 

see also Personae! development 
Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Inst, of Safety and Systems Mgmt., TrafHc Safety Center 
85 

Oak Ridge Associated Univ., REAC/TS, 128 
Univ. of Michigan, Radiological Health Prograno, 160 

Education and training 

see Personnel development 

Egress 

see Escape systems 
Elastomers 

Plastics Technical Evaluation Center, 140 
Valley Forge Sp. Cent, Plostit^ and Adv. Composites 
Lab., 170 

Electric batteries 

Boeing Aerospace Co„ Safety Enginesringi 32 
Cryptanalytic Computer Sciences, Inc., 54 

Electrical/electronic engineering 
see Electricity 

Electrical pro^lits 

Sfise Phyaical properties 

Electrical/elcctranic enBiueering 

Boeing Aerospace Co., Sneak Circuit Analysis Group 
33 

Univ. of Virginia, Department of Electrical Engmeering 
165-. 

Electricity 

sec also Electrical/electronic engineering 
Boeing Aerospace Co., Sneak Circuit Analysis Group 
■ • 33 

Canale R^carch, 37 

Consumer Product Safety Commission, 47 
Electronic Properties Information Center, 60 
General Electric Co., High Voltage Laboratory, 69 
Ligbtaing and Transients Research last, 97 
Los Alamos Scientific Lab,, Cryogenic Engineering Sec- ■ 
tion, 99 

Electromagnetic dlsturhancea 

see Etcctromagnc tic interference 


Electromagnetic interference 

National Geophysical and Solar-Terrestrial Data Center 
111 

Northern Arizona Univ., Dept, of Physics, 124 

Electromagnetic phenomena 

see Electromagnetic radiation 

Electromagnetic radiation 

Armed Forces Institute of Pathology, 14 
&irth Resources Observation Systems Data Center, 57 
Eastern Environmental Radiation Facility, 59 
S^ctronic Properties Infonnation Center, 60 
Georgia Inst, of Technology, Engineering Experiment 
Station, 71 

National Geophysical and Solar-Terrestrial Data Center 
111 

Naval Reseajich Laboratory, 118 
Nondestruciive Testing Data Support Center, 122 
Underground Excavation and Rock Properties Inform. 
Center, 156 

Electronic components 
see Safety equipment 

Electronic counter measures 
see Safety equipment 

Electronic devices 

see Safety equipment 

Electronic networks/dreuits 
see Safety equipment 

Electronic properties 

see S^Gty equipment 

Electronics 

see also Safety eqmpment 

Bartlesville Energy Research Center, 26 

Boeing Aerospace COi, Experience Analysts Center, 30 

Electronic Properties Information Center, 60 

Government-Industry Data Exchange Program, 72 

Joint Indnatrial Council, 92 

Knowledge Availability Systems Infonnation Center, 93 
Naval Research Laboratory, 118 
Picatinny Arsenal, Scientific and Technical Inform. Div. 
138 

Plastics Technical Evaluation Center, 140 
Soc. for the Advancement of Material and Process En- 
gin., 147 

Univ. of Virginia, Department of Electrical Engineering 
165 

Univ. of Wisconsin, Engmeering Experiment Station 
169 

Energy 

Aerospace Corp., Energy & Transportation Division, 3 
Center for Short-Lived Phenomena, 38 
Government Research Laboratory, 74 
Hazards Research Corporation, 75 
Institute of Gas Technology, 81 
Los Alamos Scientific Lab., Cryogenic Engineering Sec- 
tion, 99 

York Research Corporation, 175 

Energy cojiservatiou 
see Energy 

Engine malfunctions 
see Engines 




Engines 

Bartlesville Energy Research Center^ 26 
GovemmenHaduatry Data Exchange Program, 72 
IIT Research Inst., 76 

U.S. Army Fuels and Lnbncants Research Laboratory 
155 

Enthalpy 

see Thermodynamics 
Entropy 

see Thermodynamics 

Environmental data 
fee Environments 

Environmental degradation 
see Environments 

Environmental effects 
see Environments 

Environmental factors 
see Environments 

Environmental Influences 
see Environinents 

Eaviromnental Informatian 
see Environments 

Envircamental sciences 
see Environments 

Environmente 

see also Atmospheres; Construction. 

Aerospace Corp., Energy & Transportation Division, 3 
American Foundrymen's Society, U 
Arthur D. Little, Safety and Fire Technology Unit, 17 
Battelle Memorial Inst, Library and Information Ser- 
vice, 27 

Boeing Aerospace Co., Safety Engineering 32 
Bolt Beranek and Newman, Ina, 36 
Comprehensive University of Dayton On-Line Services 
44 

Earth Resources Observation Systems Data Center, 57 
Environmental Protection Agency, OIL of Radlarion Pro- 
grams, 62 

Forest Fhc Infonnation Project, 66 
Fnmklia-Hahnemann Inst, 67 
Georgia Inst, of Technology, En^cering Experiment 
Station, 71 

Intcmationa! Safety Academy, 90 
Manufacturing Chemists Assn., Information Services 
100 

National Geophysical and Solar-Terrestrial Data Center 

in 

Oafc Ridge National Laboratory, Health Physics Division 
129 

R* Dixon Speas, Associates, 142 

Univ. Of Michigan, Radiological Health Program, 160 

York Research Corporation, 175 

Equipment 

sec Safely analysis; Safety equipment 


Escape systems Q 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

Pennsylvania State Utiiv. Lab, for Human Performance 
Rv^,, 136 

Evaluation 

see Information retrieval; Materials tests; Test equipment 

Experimental aircraft 
see Aircraft safety 

Explosions 

sec also Fires 

Allegany Ballistics Laboratoty, 6 
Arthur D. Littlei Safety and Fire Technology Unit, 17 
Auburn Univ., Materials Engineering Dept., 20 
Church, L M„ Consultant, 39 
Hazards Research Corporation, 75 
Industrial Risk Insurers^ 79 
National Bureau of Standards, Mechanical Properties 
Section, 107 

Univ. of Arkansas, Chemical Engineering Department 
157 

Explosive devices 
see Explosives 

Explosive devices tests 
see Explosives 

Explosive disposal 
see Explosives 

Explosive materials 
sec Explosives 

Explosive matcrikts teais 
see Explosives 

Explosives 

Allegany Ballistics Laboratory, 6 
Boeing Aerospace Co.^ Product and System Safety Org. 
31 

Coast Guard, Cargo and Hazardous Materials Division 
41 

IIT Research Inst., 76 
Industrial Risk Insurers, 79 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

International Association of Chie^ of Police, 86 
International Association of Fire Chiefs, Inc., 87 
Naval Weapons Support Center, 119 
Pennsylvania State Univ., Applied Research Laboratory 
135 

Picatinny Arsenal, Scientific and Technical Inform. Dlv. 
138 

Roylance, Herbert M., Consultant, 145 
Washington Collegia 173 

Explosives safety 
see Explosives 

Explosives technology 
5« Explosives 


Extinguishing agents 

see Fire extinguishing agents 

Extinguishment and contrnl 

sec Fire extinguishing Pt'.entsj Fire fighting 


Equipment safety 

sec Safety equipment 

Escape 

sec Escape systems 




Extraterrestrial enTiroomental hazards 
see Extraterrestrial environments 

Extraterrestrial environments 

Center for Short-Lived Phenomena* 38 
Duke Univ. Eye Center* 56 

Federal Aviation Adroi^trattan, Off of Aviation Medi- 
cine, 63 

International Planetary Patrol, 89 
Lockheed Radiation Physics Group, 98 
National Geophysical and Solar-Terrestrial Data Center 
111 

National Oceanographic Data Center, 1 14 
Naval Research Lalmratory, 118 
Northern Arizona Univ„ Dept, of Physics, 124 
World Data Center A: Rockets and Satellites, 174 

Eye (anatomy) 

Duke Dtiiv. Bye Center, 56 

Fahricatlan - 

Atlas TMting Laboratories, Inc., 19 
Federal Aviation Administration* OfL of Aviation Medi- 
cine^ 63 

General Electric Co., High Voltage Laboratory, 69 
Induatrial Risk Insurers, 79 
International Association of Fire Chiefs, Inc., 87 
International Conference of Building Ofticials, 88 
National Bureau of Standards, Fire Res. Inform. Services 
106 

University of Utah, Flammability Research Center, 163 

Fabrication processes 
see Fabrication 

FaOure 

Aerospace Structures Information and Analysis Center 
4' 

Auburn Univ., Materials Engineering Dept, 20 
Boeing Vertol Co., Product Assurance and System Safety 
34 

Comprehensive University of Dayton On-Line Services 
44 

Cryogenic Consultants* Inc., 53 
Ciyptanalytic Computer Sciences, Inc** 54 
George Washington Univ., School of Engin* and Appl. 
Sci., 70 

Georgia Inst of Technology, Engineering Experiment 
Station, 71 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Picklesimer* M.L., Consultant, 139 
Univ. of Vir^ma, Department of Material Scicacea, 167 
Univ. of Washington, Department of Mechanical Engi- 
neering 168 

Univ, of Wisconsin, Engineering Experiment Station 
169 

Virginia Polytech. Inst, Dept of Engin, Set and Mech. 
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Failure medumisms 
see Failure 

Fatigue (materials) 

Aerospace Structures Information and Analysis Center 
4 

Atlas Testing Laboratories, Inc.* 19 
Barsom, J. M,, Ckrasultant, 25 
Becker, Herbert, Consultant, 28 
Canale Research 37 

Institute of Fracture and Solid Mechanics, SO 


Fatigue (materials) (contM) 

Metals Properties (Council, Inc., 103 

Naval Research Laboratory, 118 

Uni>. of Virginia* Dept, of Engineering Sci. and Syst. 

166 

Univ, of Virginia, Department of Material Sciences, 167 
Univ. of Washington, Department of Mechanical Engi- 
neering, 168 

Univ. of Wisconsin, Engineering Experiment Station 
169 

University of Tennessee, Space Institute, 162 
Virginia Polylech. Inst., Dept of Engin. Sci. and Mech. 
171 

Ferroelectrics 

see Safety equipment 

Ferrous alloys 
Iron 

Ferrous metals 
see Iron 


Finishing (metals) 
sec Metallurgy 

Fire accident training 
see Fire fighting 

Fire and explosion chemistry 
see Fires 

Fire and explodon dynamics 
see Explosions; Fires 

Fire detection 

Fire protection 

Fire, explosion, and defonitions 
see Explosions; Fires 

Fire extinguishing agents 
sec also Fire fighting 
Forest Fire Information Project 66 
International Association of Fire Chiefs, Inc., 87 
National Bureau of Standards, Fire Res. Inform. Services 
106 

Fire extinguishing testing 

see Fire extinguishing agents 

Fire extinguishment 

sec Fire extinguishing agents 

Fire extinguishment methods 
see Fire fighting 

Firefighting 

see also Fire extinguishing agents 

^ericanLarrancelnc., 13 

Arthur D. tittle, Safety and Fire Technology Unit 17 

Forest Fire Information Project 66 

IIT Research Inst, 76 

International Association of Fire Chiefs, Inc., 87 
Mass. Inst, of Technology, Dept of Mechanical En^* 
neeringi 101 

Office of Hazardous Materials, 130 
Smoke^ Fire and Bum Foundation* Inc., 146 
U, S. Army Agency for Aviation Safety, 154 

Fire fighting equipment 

American LaFrance Inc., 13 


Finishes 

see Metallurgy; Protective coatings 



Fire Hgbtlng equipment (cont’d) 

Forest Fire Iitfonuation Project, 66 
National Bureau of Standards, Fire Res^ Infomir Services 
106 

Naval Air Engineering Center, 117 

Fire ffghHng services 
SC& Fire fighting 

Fire hazard evaluatioii 
sec Fire hazards 

Fire hazards 

Arthur D. Little> Safety and Fire Technology Unit* 17 
fiodng Aerospace Co,> Safety Engineering, 32 
Center for Short-Lived Phenomena* 38 
Church, L M*, Consultant, 39 
Compressed Gaa Association, Inc», 46 
Consumer Product Safety Gommlssion, 47 
Forest Fire Iiifonnation Project, 66 
Hazards Research Oiiporation, 75 
IIT R^earch IuGt„ 76 
Industrial Risk Insurers, 79 
International Association of Fire Chiefs, Inc., 87 
Manufacturing Chemists Assn., Information Services 
100 

National Bureau of Standards, Center for Fire Research 
104 

National Bureau of Standards, Fire Res. Inform. Services 
106 

National Forest Products Association, 110 
New York Univ., Center for Safety, 120 
Stanford Research hast, Tech, Inform, Serv., 148 
Univej^ty of Utah, Flammability Research Center, 163 

Fire Insurance 

Industrial Risk Insurers, 79 

National Forest Products Association, 1 10 

Fire moddlEig 
se^ Fires 

Fire modfilfl 
see Fires 

Fire point 

see Physical properties 

Fire prevention 

see also Fire protection 

Arthur D. Little, Safety and Fire Technology Unit, 17 
Boeing Aerospace Co., Product and System Safety Org. 
31 

Church* L M., Consultant, 39 
Coast Guard, Cargo and Hazardous Materials Division 
. .41 _ . . ■ 

Chnsumer Product Safety Commission* 47 
Cranston Research Ina, 51 
Forest Fire Infonnation Project, 66 
Government Research Laboratory, 74 
Industrial Risk Insurers, 79 
Institute of Gas Technology, 81 
International Association of Fire Chiefs* Inc., 87 
Manufacturing Chemists Assn., Infonnation Services 
100 

Mass. Inst, of Technology, Dept, of M«hflnical Engi- 
neering, 101 

National Bureau of Standards, Center for Fire Research 
104 

National Bureau of Standards, Fire Res. Inform. Services 
106 


Fire prevention (conPd) 

National Forest Products Association* 110 
Smoke* Fire and Bum Foundation, Inc., 146 
Stanford Research Inst., Tech. Infonn. Serv., 148 
Univ. of California, Fire Research Group, 159 
University of Utah, Flammability Research Center, 163 

Fire protection 

see also Fire prevention 
Government Research Laboratory* 74 
Mass. Inst, of Technology, Dept, of Mechanical Engi- 
neering* 101 

National Bureau of Standards, Center for Fire Research 
104 

Fire resistant materials 

Church* J. M.* Consultant* 39 
Consumer Product Safety Commission, 47 
Cranston Research Inc.* 51 
IIT Research Inst, 76 
Industrial Risk Insurers* 79 
International Association of Fire Chiefs, Inc., 87 
National Bureau of Standards, Fire Res. Infonn. Services 
106 

Stanford Research Inst., Tech. Inform, Serv., 148 
University of Utah, Flammability Research Center* 163 

Fire retardant materials 

jcc Fire resistant materials 

Fire retardants 

see Fire resistant materials 

Fire safety 

see. Fire prevention; Fire protection 

Fire safety evaluation 

see Fire prevention; Fire protection 

Fire simulation 
see Fir® 

Fire warning 

see Fire protection 

Fires 

see also Air pollution; Explosions; Forest fires; Smoke 

Allegany Ballistics Laboratory, 6 

Arthur D. Little, Safety and Fire Technology Unit* 17 

Auburn Univ., Materials Engineering Dept., 20 

Church, J. M., Consultant; 39 

Forest Fire Informatimi Project* 66 

IIT Research Inst, 76 

Industrial Risk Insurers, 79 

Institute of Safety and Systems Management, Safety Goi- 
ter* 84 

Intemational Association of Fire Chiefs* Inc., 87 
National Bureau of Standards* Center for Fire Research 
ia4 

National Bureau of Standards* Fire Res. Inform. Services 
106 

National Forest Products Association, 110 
Pennsylvania State Univ., Applied Research Laboratory 
135 

Smoker Fire and Bum Foundation, Inc., 146 
Stanford R^earch Inst., Tech, inform. Serv.* 148 
Univ* of Arkansas, Chemical Engmeering Department 
■ •■• 157 ’ ■■■ ■. ■ • ■ • 

Univ. of California, Department of Civil Engineering 
158 

Univ. of California, Fire Research Group, 159 
University of Utah, Flammability Research Center, 163 
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Flamntabllity 

see Fire hazards 

Flammability testing 
see Fire hazards 

Flaimnahles 

see Fire hazards 

Flammables disposal 
see Fire hazards 

Flash point 

see Physical propertiM 

Flight computer 

see Flight instruments 

Flfght control 

Aviation Safety InstitutCi 22 

jVviadon Systems Command Reference Library# 24 

Garhell Research Foundadon# tiS 

Frofessianal Air Trafftc Contrallcm Organization 141 

Flight controls 

see Flight control 

Flight histrumenta 

Goihell Research Foundation, 6B 

Leak, John S., Consultants, 95 

Professional Air Trofne Controllers Organizatiom 141 

Flight paths 

Aviation Safety Institute^ 22 

Garhell Research Foundation, €B 

ProfessiQiml Air Traffic Controllers Organization, 141 

Univ< ofVirginm, Department of Electrical En^eering 

165 

Flight recorders 

Flight instruments 

Flight shnulatloa 

Aviation Simulations International, 23 
Fluid mechanics 

Los Alamos Scientific Lab., Cryogenic En^eering Sec- 
tion, 99 

National Bureau of Standards, Center for Fire Research 
104 

Ohio State Untv., Physiological Fluid Mechanics Res. 
Grp., 132 

Univ. of Virginis, Dept, of En^cermg ScL and Syst 

166 

Univ. of Wisconsin, Engmecring Experiment Station 
169 

Fluids 

see Fluid mechames 
Fluorine 

Office of Hazardous Materials, 130 

Forest fires 

sec also Fir« 

Forest Fire Information Project, 66 
National Forest Products Association, 110 


Eracture mechonfes 

Institute of Fracture and Solid Mechanics, 80 
Univ. of Washington, Department of Mechanical Engi- 
neertng, 168 

Fuel farm facilitles/operationa 
see Fuels 

Fuel handling 
see Fuels 

Fuel storage 
see Fuels 

Fuel transportation 
see Fuels 

Fueling operatipns 
see Fuels 

Fuels 

see also Aircraft fuels; Propellants 
Allegany Ballistics Laboratory, 6 
Arthur D. Little, Safety and Fire Technology Unit, 17 
Bartlesville Energy Research Center, 26 
Consumer Product Safety Commisaion, 47 
Government Research Laboratory, 74 
Government-Industry Data Exchange Program, 72 
Hazards Research Corporation, 75 
Institute of Gas Technology, 81 
Lightning and Precipitation Static Test Laboratory, 96 
Los Alamos Scientific Lab., Cryogenic Engineering Sec* 
tion, 99 

Naval Air Engineering Center, 117 
Naval Research Labomtory, 118 
Pennsylvania State Univ., Applied Research Laboratory 
135 

U. S. Army Agency for Aviation Safe^, 154 
U.S. Army Fuels and Lubricants Reswch Laboratory 
155 

York Research Colporatton, 175 

Galactic radiation 
see Radiation 

Galranic conroalon 
Corrosion 

Goa detectors 

see also Detcctora 

Bartlesville Energy Research Center, 26 
Institute of Gas Technology, 81 

Geochemistry 

Earth sciences 

Geology 

5ee &xth sciences 

Geomagnetiim 
. ictf Earth sciences 

Geophysics 

see Earth sciences 

Glass 

Cobalt Mormatidn Center, 42 
Electronic Properties Information Centerv 60 
Phase Diagrams for Ceramists, 137 

Gravity 

see Atmospheres; Environments 


Foundries 

see also Metallurgy 
American Foundrymen's Society, 

Foundry practices 

Foundries; Metallurgy 


tl 
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Ground recovery facilities 
s&s Recovery 

Ground recovery operations 
see Recovery 

Ground support systems 

Comprehensive University of Dayton On-Line Services 
44 

Cosmodyne^ 49 

Cryogenic Consultants, Inc,, 53 
Naval Air Engineering Center, 117 

Handling procedures 

see Hazardous materials 

Hazard detection systems 
see Detectors 

Hazardous chmcteidstics 
see Hazordob? materials 

Hazardous materials 

Acronutronic Ford Corp. Safety Engmeering Section, 2 
Airport Operators Council International, 5 
Army Materiel Command Safety Office^ 16 
Arthur D, Little, Safety and Fire Technology Unit, 17 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Compressed Gas Association, Inc., 46 
Consumer Product Safety Commission, 47 
Cranston HcNcarch Inc., 51 
Cryogenic Consultants, Inc., 53 
Food and Drug Administration, Poison Control Program 
05 ' ■ . 

Franklin-Hahnemann Inst., 67 
Hazards Research Corporation, 75 
Industrial Risk Insurers, 79 
Institute of Gas Technoiogy, 81 
Institute of Safety and Systems Management, Research 
Center, 82 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Inst, of Safety and Systems Mgmt, TrafHc Safety Center 
85 

International Association of Fire Chiefs, Inc., 87 
National Bureau of Standards, Center for Fire Research 
104 

National Bureau of Standards, Fire Res. Inform. Services 
106 

National Cargo Bureau, Inc., 108 
National Center for Health Statistics, 109 
Nall. Inst, of Occupational Safely and Health, Toxicol. 
Br., 113 

Naval Weapdas Support Center, 119 
New York Univ., Center for Safety, 120 
Ofhee of Hazardous Materials, 130 
Oil and Hazardous Material Technical Assistance Data 
. System, 133 . 

Stanford Research Inst., Tbjdcology Department, 149 
Technical Assistance Data System, 153 
Univ* of Arkansas, Chemical Engmeering Department 
157 

Hazardous materials dassiScation 
see Hazardous materials 

Hazardous materials disposal 
see Hazardous materials 


Hazardous materials identincatfan 
see Hazardous materials 

Hazardous processes 

see Hazardous materials 

Hazards 

see Hazardous materials 
Head gear 

see protective equipment 

Health hazards 

see Physiological hazards 

Heat dlssipatlan 

sec Uermodynamics 

High strength alloys 

American Foundrymen*s Society, 11 
Climax Molybdenum Co., 40 
Cobalt Information Center, 42 
Georgia Inst, of Technology, Engineering Experiment 
Station, 71 

Reynolds Metals Co., Technical Information Services 
144 

High stren^ steels 

see High strength alloys 

Highway safety 

Cranston Research Inc., 51 
Federal Highway Administration, 64 
IIT Research Inst., 76 

Institute of Safety and Systems Management, Research 
Center, 82 

Inst, of Safety and Systems Mgmt., Traffic Safety Center 
85 

Intemationai Association of Chiefs of PolicCr 86 
National Hi^way Traffic Safety Admin., Tech. Ref. Br. 
112 

New York Univ., Center for Safety, 120 
Northwestern Univ., Transportation Center Library, 126 

Human characteristics 

see Human factors engineeringf Psychology 

Human factors 

Human factors engineering 

Human factors analysis 

see Human factors engmeciing 

Human factors design 

see Human factors engineering 

Human factors engliieerinB 

see also Personnel selection 
Aviation Safety Institute^ 22 
Bolt Benmek and Newman, Inc., 36 
consumer Product Safety Commission, 47 
Federal Aviation Administration, Off. of Av^ution MedU 
cin^ 63 

Franklin-Hehnemann Inst., 67 
Garbeli Research Foundation, 68 
George Washington Univ*, School of En^. and Appl. 
ScL, 70 

Institute of Safety and Systeim Management, Research 
Center, 82 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Inst of Safety and Systems Mgmt, Traffic Safety Center 
85 

Naval Weapons Support Center, 119 
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Human factors ecgineerinB (contM) 

New York Univ-t Center for Safely^ 120 
Northwestern Univ. Tech. Inst.* Design and Devel. Cen- 
ter, 125 

Ohio State Univ«, Aviation Medicine Research Laborato- 
ry, 131 

Old Domirion Univ», Perfonnance Assessment Laborato- 
ry, 134 

Pennsylvania State Univ, Lab. for Human Performance 
Res., 136 

R. Dixon Speas* Associates, 142 
Railroad Research Infonnation Service 143 
U. S. Army Agency for Aviation Safety, 154 
Univ. of Pittsburgh, Dept, oflnd. Environ. Health Sci. 
161 

Univ. of Wisconsin* Enginwring Experiment Station 
169 

University of Utah* Flaroraability Research Center, 163 

Hujnan functions 

Human factom enginefiring 

Human perfonnance 

Old Dominion Univ,, Performance Assessment Laborato- 
ry, 134 

Peimsylvonia State Univ. Lab. for Human Performance 
Res., 136 

Hydraulic engineering 
SC& HydiziuHcs 

HydrsiUlc fluids 
see Hydraulics 

Hydraulics 

Allegany Ballistics Laboratory, 6 
Crane Packing Company* SO 

Institute of S^ety and Systems Management, Safety Cen- 
ter, 84 

Joint Industrial Council 92 
Naval Research Laboratory, 118 
U.S. Army Fuels and Lubricants Research Laboratory 
155 

Hydrogen 

Cosmodyn^ 49 
Institute of Gas Technology, 81 
Los Alamos Scientific Lah, Cryogenic Engineering Sec- 
tion, 99 

Hyi^ene 

see also Industrial hys^cne 
Advisory Center on Toxicology, 1 
Anny ^vironmentnl Hygiene Agency, Lascr-Microwavc 
Div„ 15 

Cora, for the Advancement of Public Interest Orga- 
nizations* 43 

HypergoEc fuels 
see Fuels 

Impact 

see Accidents 

IncompaUbillties 
see Corrosion 

Industrial hygiene 
seeelsa Hygiene 
Advisory Center on Toiucology, 1 
Acronuironic Ford Corp. Safety Engiaeering Section, 2 
Franklin-Hahnemnon Inst., 67 
Institute of Safety and Systems Management, Safety Cen- 


Industrial hygiene (conPd) 
ter, 84 

Na^l Inst, of Occupational Safety and Health, Toxicol 
Bn, 113 

Naval Weapons Support Center, 119 
New York Univ., Center for Safety* 120 

Industrial processes 
5M Industrial safety 

Industrial safety 

Airport Operators Council International, 5 
American Bureau of Shipping, 10 
Boeing Aerospace Co., Safety Enginccrin& 32 
Canale Research* 37 
Compressed Gas Associatum, Inc-* 46 
Cranston Research Inc.* 51 
Cryogenic Consvitants, Inc., 53 
Duke Univ, Eye Center* 56 
Franklin-Hahneraiirm Inst.* 67 
General Electric Co.* High Voltage Laboratory, 69 
Institute of Gas Technology* 81 
Institute of Safety ^nd Systems Management, Safety Cen- 
ter, 84 

Intemnlional Safety Academy, 90 
Manufacturing Chemists Assn., Information Services 
100 

Natl. Inst, of Occupational Safety and Health* Toxicol. 
Br.. 113 

Naval Weapons Support Center, 119 
New York Univ.* Center for Sdfety, 120 
Northwesteni Univ. Tech* Inst., Iteign and Devcl. Cen- 
ter, 125 

Old Dominion Univ,, Performance Assessment Laborato- 
ry* 134 

Univ. of CaiifonuB, Fire Research Group, 159 

Industrial safety and health 
see Industrial safety 

Information resourceii 

see Information retrieval 

Informatloit retrieval 

Aluminum Association, Inc-* 8 

American Bureau of Sapping* 10 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Battelle Memorial Inst., Library and Information Ser- 
vices, 27 

Benct Laboratories, Technical Information Services Of- 
fice* 29 

Boeing Aerospace Co., Experience Analysis Center, 30 
Comprehensive University of Dayton On-Line Services 
44 ■■ 

Cryptonalytic Computer Sciences, Lie.* 54 
Environmental Protection Agency* Off. of Radiation Pro- 
grams, 62 

Food and Drug Administration* Poison Control Program 

■ • ■ 65 

Frankiin^Hahnemann Inst.* 67 
Government-Industry Data Exchange Program, 72 
Institute of Gas Technology, 81 
Inst of Safety and Systems Mgmt, Traffic Safety Ocater 
85 . • . • ' • 

International Association of Chiefs of Police, 86 
Jet Propulsion Lab., 91 

Knowledge Availability Systems Monnation Center* 93 
National Center for Health Statistics, 109 
Notiotml Occaribgrapluc Data Center, 114 
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Information retrlevol (conlM) 

Naval Ressardi Laboratory, 118 
Nandestnictive Testing Data Support Center, 122 
Oil and Ha^dous Material Technical Afisiatance Data 
System, 133 

Old Dominicm Univ„ Peiformance Assessment Laborato- 
ry, 134 

Picatinny Arsenal, Scientifio and Technical Inform. Div. 
I3G 

Plastics Technical Evaluathin Cenier, 140 
Railroad Research Informarian Service, 143 
Stanford Research Inst, Tech. Infoim. Serv,, 148 
Superctmductive Materials Data Center, 151 
Systems Safety Society, 152 
Tcclintcal Assistance Data System, 153 
Univ. of California, Fire Research Group, 159 
Univ. of Virginia, Department of Electrical Engineering 
1G5 

Vitro Labs., 172 

World Data Center A: Rockets and Satellites, 174 

Infrared radfarion 

sss Thermal radiation 

Infrared technology 

SOS Thermal radiation 

Initiator materials 
£C2 Hriplorives 

Initiators eafesy 
ff&e Ejsptosivca 

Imtiatovs tethnolcgs^ 

E:;plDGivcs 

Inorganic chemistry . . 

■ s&s Chemistry 

Inspecdoa 

Aviation Syfitema Command Reference Library, 24 
Boeing Aerospace Co., Sneak Circuit Analysis Group 

33 

Boeing Vcrtol Co., Product Assurance and System Safety 

34 

Environmental Protection Agency, OE of Radiation Pro- 
grams, 62 

International Conference of Building Officials; 88 
Nucleiir Regulatory Com., OE of Inspection and 
Enforesmeat, 127 

instrumentatien 

Instruments . 

totrumeiits 

Itnovdcdge Availability Systems Information Center, 93 
Lightning and Transients Research Inst, 97 
Naval Research Laboratory, US 
.StaiEord Research Inst., Tech. Inform. Serv.,; !^ 


Investigatitms 

: Research and development 

Ionizing radlaticn 

Armed Forcce Institute of Pathology, 14 
Eastern Enviranmeiitiil Radiation FacUity, 59 
. Environmental Protection Agency, . OE. of Radiation Pro- 
grams, 62 

Oak Ridge Associated Univ., REAC/TS, 128 


Ionizing radiation (conPd) 

Oak Ridge National Laboratory, Health Physics Division 
129 

Iron 

American Bureau of Shipping, 10 
Cobalt information Center, 42 

Itron alloys 
ses Iron 

Irrisdlntion 

Nuclear radiation 

Aimed Forces Institute of Pathology, 14 
Oak Ridge Associated Univ,, REAC/TS, 128 
Oak Ridge National Laboratory, Health Physics Division 
129 

Irradiation effects 

sss Irradiation; Nuclear radiation 

Jet propulsion faels 
see Fuels 

Job performance mds 

Personnel development 

Laud develoiimcnt . 

$se Environraente 

Landing aids 

see Navigation aids; Airports 

Leak* John S., Consultants, 95 

Naval Air Engineering Center, 117 

Professional Air Traffic Controllers Organization, 141 

Univ. of Virginia, Department of EiKtrical Engineering 

165 

Lasers 

Aeronutronic Ford Corp. Safety Engineering Section, 2 
American Inat. of Aeronautics and Astronautics, Inc. 

12 

Army Environmental Hygiene Agency, Lascr-Microwave 
Div., 15 

Duke Univ* Eye Center, 56 
Government Research Laboratory, 74 
Picatinny Arsenal, Scientific and Technical Inform. Div* 
138 

Univ* of Virginia, DepL of Engineering Sfi. and Syst 

166 

Dsttice dafects 

Crystals 

Laimch bass operatioas 
see i.aunching 

Launch complexes 
see Launching 

Launch opcratigns 
see Launching 

Launching 

Naval Air Engineering Center, 117 
Vitro Labs., 172 

World Data Center A: Rockets and Satellites, 174 
LEq sciences 

American of Aeronautics and Astronautics, Inc. 

12 

Center for Short-Lived Phenomena* 38 
Com. for the Advancement of Public Intertet Orga- 
nizations, 43 

Dalton Research Center, 55 


InterplEnetiiry ga£C3 

see; Er^tratertestrial enwonments 


Life sciences (cenfd) 

Georgia Inst of Tedariologyi En^eeiing Experiment 
Station, 71 

Nationoi Oceanographic Data Center, 114 
Life support 

see Life support systcma 

Life support design 

see Life support systems 

Life support systems 

Cora, for the Advancement of Public Interest Orga- 
nizationsj 43 

Lightning 

Boeing Aerospace Co.j Safety Engineering! 32 
General Electric Co., High Voltage Laboratory, 69 
Lightning ond Precipitation Static Test Laboratory, 96 
Lightning and Transients Research Inst., 97 
McDonnd Aircraft Co.» Lightning Simulation Laborato- 
ry, 102 

Lightning stroken 
sse Lightning 

Liquid propdloiita 
Propellnntfi 

Liquified gases 

Army Materiel Command Safety Office, 16 
Arthur D. Little, Safety and Fire Technology Unit 17 
Barttlsville Energy Research Center, 26 
Const Guard, Cargo and Hazardous Materials Division 

Compr^Ecd Gaa AESDciation, Inc., 46 
Cosmodync, 49 
Cryogenic Conoultants, Inc., 53 
Institute of Gas Technology, Ul 
Intenmtionril Assapiation of Fire Chiefs, Inc., 87 
Lo 3 Alamos Scientific Lab., Cryogenic Engineering Sec- 
tion, 99 

Mass. Inst of Technology, Dept, of Mechanical Engi- 
neering, 101 

Metals Propsrties Council, Inc., 103 
Office of HazardouB MatedalSi 130 
Univ, of Arkansas, Chemical Engineering Department 
157 

York Resemch Corporation, 175 

Low temperatures. . . 
jTCi? Meteorology 

Lufcricanta 

Allegany Ballistics Laborstoiy, 6 
Naval Research Laboratory, llfi 
U.S. Army Fuels and Lubricants Research Laboratory 
155 


Machinery safety 

see Safety aimlysisj Safety equipment 

Machining 

see Metallurgy 

Magnetic fields 

Magnetic properties 

Magnetic properfie5 

cobalt Information Center, 42 
Electronic Properties Information Center, 60 


Magnetic properties (conPd) 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Nondestructive Testing Data Support Center, 122 
Underground Excavation and Rock Properties Inform. 
Center, 156 

Maintainability 

see Maintenance 

Maintoinabiilty assurance 
see Maintenance 

Maintenance 

American Bureau of Shipping, 10 
Aviation Systems Connnand Reference Library, 24 
Boeing Vertol Co., Product Assurance and System Safety 
34 

Govemment-Industiy Data Exchange Fragram, 72 
IIT Research Inst., 76 
R. Dixon Specs, Associates, 142 
Railroad Research Information Service^ 143 

Maintetiance facilities 
see MaihtenaucB 

Maintenance operations 
see Maintcnancs 

Man rnaciifne hazards 

see Human factors en^eering 

Mon-mnde dc^biia 

see Waste disposal 

Material praccsscii cne^ncaiing 
see Materials 

Material properties 
see Materials 

Material removal 
see Materials 

Material types 
see Materials 

MaterfEls 

see^o Composite materials 

American Inst, of Aeronautics and Astronautics, Inc, 

12 

Auburn Univ., Materials Engineering Dept., 20 
BaiEom, 1. M., Consultant, 25 
Eattelle Membriol liist., Librmy and Information Ser- 
vicen, 27 

Benet Laboratoric3, Technical Information Services Of- 
fice, 29 

Boeing Aerospace Co.* Product and System Safety Org. 

■ 31 ■■ 

Center for Short-Lived Phenomena, 38 
Crane Packing Company, 50 
Electronic Properties Information Center, 60 
Georgia Inat. of Technology, Engm«ring Experiment 
Station, 71 

Govcmraent-Indtistry Data Exchange Program, 72 
IIT Research Inst, 76 

Imemation&I Conference of Building Officials, 88 
Lightning and Pr^pitation Static Test Laboratory, 96 
Metals Properties Goimcil, Inc,, 103 
National Bureau of Standmds, Mechanical Properties 
Section, 107 

Nondestructive Testing Data Support Center, 122 
Plastics Technical Evaluation Center, 140 


Machinery 

see Safety unolysisi Safety equipment 
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Materials (contM) 

Reynolds Metals Co,, Technical Information Services 
144 

Soc. for the Advancement of Material and Process Eti- 
gin., 147 

Superconductive Materials Data Center, 151 
Univ. of Virginia, Department of Civil Engineering, 164 
Univ. of Virginia, Deph of Engineering Sci. and Syst 
166 

Univ. of Virginia, Department of Material Sciences, 167 
Valley Forge Sp. Cent-, Plastics and Adv> Composites 
Lab., 170 

Virginia Poly tech, Inst,, Dept, of Engin. Sci. and Mech. 
171 

Materials eyaluatlDii 

see Materials tests; Test equipment 

Materials properties 
see Materials 

Materials research 
see Materials 

Materials standardhcatloa 
see Materials 

Materials tests 
see a/so Tests 

Anicricaa Bureau of Shipping, 10 
Arthur D. Little, Safety and Fire Technology Unit, 17 
Atlas Testing Laboratories, Inc., 19 
Compressed Gas Association, Inc,, 46 
Crane Pacldng Company, 50 
Georgia lust of Technology, Enginefiring Experiment 
. Station, 71 

Institute of Fracture and Solid Mechanics, 80 
Metals Properties CouncU, Inc., 103 
National Bureau of Standards, Fire Res, Inform. Services 
106 

Univ. of Vir^dnia, Department of Civil Engineering, 164 
Virginia Polytech. Inst,, Dept, of Engin- Sci. and Mech, 
171 

Materials types 
see hlateiiah 

Mathemattcal seienaca 
see Mathematics 

Mathematics 

Allegany Bali'.fitic3 Laboratory, 6 

American I^st. Ot Aeronautica and Astronautics, Inc. 

12 

Battelle Memorial Inst., Library and Information Ser* 
vices, 27 

Penet Laboratories, Technical Information Services Of- 
fice, 29 

Boeing Aerospace Co., Experience Analysis Center, 30 
Knowledge Availability Systems Information Center, 93 
Univeraity of Temte^K, Space Institute, 162 

Mechanical engineering 

American Bureau of Shipping, 10 
Atlas Testing Laboratories, Inc., 19 
Auburn Univ., Materials Engineering Dept, 20 
Boeing Aerospace Cc.> Experience Analysis Center, 30 
Crane Packing Company, 50 
Govemment-Industry Data Exchange Program, 72 
Institute of Fracture and Solid Mechanics, 80 
Knovdaige Availability Systems Information Center, 93 
Metals Properties Council, Inc., 103 


Mechanical engineerfng (conPd) 

Univ. of Califomia, Fire Research Group, 159 
Univ. of Wastaington, Department of Mechanical Engi- 
neering, 168 

Univ. of Wisconsin, Engineering Experiment Station 
169 

University of Tennessee, Space Institute, 162 

Mechanical properties 

see also Physical properties 
American Foundtymen's Society, II 
Cobalt Information Center, 42. 42 
Georgia Inst, of Technology, Engineering Experiment 
Station, 71 

Institute of Fracture and Solid Mechanics, 80 
Metals Properties Council, Inc-, 103 
National Bureau of Standards, Mechanical Properties 
Section, 107 

Underground Excavation and Rock Froperdes Inform. 
Center, 156 

Mechanics 

see Mechanical engineering 

Mechanics of stnictuml failure 
see Structural failure 

Medicinal sciences 
see Medicine 

Medicine 

see also Aerospace mfidicinc 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Armed Forces Institute of Pathology, 14 
Auburn Univ., Materials En;^eerijig Depl., 20 
Cora, for the Advancement of Public Interest Orga- 
nizations, 43 

Cryptanalytic Computer Sciences, Inc., 54 
Dalton Research Center, 55 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

National Center for Health Statistics, 109 
Ohio State Univ., Pbysiologicai Fluid Mechanics Res. 
Grp., 132 

Ohio State Uiuv., Aviation Medicine Research Laborato- 
ry, 131 

Metal powders 

see Metallurgy 

Metallic coatings 

see Metallurgy; Protective coatings 

Metallography 

see Metallurgy 

Metallurj^cal proceasea 
see Metallurgy 

Metallurgy 

sec ^so Aluminum; Foundries; Protective coatings 
AJuminum Association, Inc-, 8 
American Bureau of Shipping, 10 
American Foundrymen's Society, 11 
Atlas Testing Laboratories, Inc., 19 
Barsom, J. M., Consultant, 25 
Battelle Memorial Inst, Library and Information Ser*- 
Vices, 27 

Benct Laboratories, Technical Information Services Of- 
fice, 29 

Climax Molybdenum Co., 40 
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Metallurgy (coat’d) 

Cobalt Mormatian Ceutcri 42 
Metals Properties Council* Inc., 103 
National Bureau of Standards, Mechanical Properties 
Section* 107 

Reynolds Metals Co.* Technical Infonnation Services 
144 

Univ. of Virginia, Department of Material Sciences, 167 
University of Tennessee, Space Institute, 162 

Metals 

see Metallurgy 

Metals and alloys 
see Metallurgy 

MeteorolDglcal consideratlDn 
see Meteorology 

Meteorology 

Gochcll Research Foundation, 6S 
National Oceanographic Data Center* 114 
York Research Corporotion, 175 

Methane 

Inatitule of Go 3 Technology, 81 

Microwave theory 
see Microwaves 

Microwaves 

Army Environmental Hygiene Agency, Laser-Microwavc 
Div„ 15 

Barth Resources Observation Systems Data Center, 57 
Univ. of Virgmifi, Department of Electrical Engineering 
165 

Mill process 

see Metallurgy 

Mining 

Bartlesville Energy Research Center, 26 
Earth Rcsourcea Observation Systems Data Center, 57 
Underground Excavation and Rock Properties Inform* 
Center, 156 

Univ* of Wisconsin, Engineering Experiment Station 
169 

.vjIssUcs 

Aerohutrenic Ford Ctorp* Safety Engineering Section, 2 
Arthur D, Little* Safety and Fire Technology Unit* 17 
Boeing Aerospace C^., Experience Analysis Center* 30 
Boeing Aerospace Co*, Product and System Safety Org* 
31 , ■ ■ • . , 

GovemmenMndustry Data Exchange Program, 72 
Soc. for the Advancement of Material and Process En- 
gin** 147 
Vitro 172 

Mission contra! facilities 
see Spacecraft contror 

Molecular otructoro 

Univ* of Virginia, Department of Material Sciences, 167 
Molybdenum 

Climax J-lolybdenum Co.* 40 
Metals Prop^ca Council, Ina, 103 
York Research Corporation* 175 


Munitions 

see Explosives 

Navigation 

see Navigation aids 

Navigation aids 

see, also Auportst Landing aids 
Center for Short-Lived Phenomena, 38 
Government-Industry Data Exchange Program, 72 
Naval Air Engineering Center* 117 
Professional Air Tralfic Controllers Organization* 141 
R, Dixon Speas, Associates* 142 

Navigarion equipment 
see Navigation aids 

Ngvlgailon systems 

see Navigation aids 

Nitrogen 

Cosmodyne, 49 

Noise 

see Noise (sound) 

Noise (sound) 

Airport Operators CouncU International, 5 
Bolt Benmek and Newman, inc., 36 
Old Domimon Univ., Performance Assessment Laborato- 
ry, 134 

University of Tennessee, Space Institute^ 162 
Nondestructive evaluatlaa 

Earth Reiourc^ Observation Systems Data Center, 57 
Georgia Inst, of Technology, Engmeering Experiment 
Station* 71 

IIT Research Inst.* 76 

Nondestructive Testing Data Support (Center, 122 
Virginia Polytech. Inst., Dept of Engin. Sci. and M«h» 

m 

Nondestructive inspection 

see Nond^lruclive evaluation 

Nondestnictive tests 

.see Nondestructive evaluation 

Novel materials 
see Materials 

Nuclear blast 

see Nuclear explosions 

Nuclear energy 

Eastern Environmental Radiarion Facslity, 59 
Los Alamos SdentiEc Lab., Ciyogenic ^ginccring Sec- 
tion, 99 

Nuclear engiucering 

Nuclear energy 

Batteile Memorial Inst., Library and Infoimarion Ser- 
vices, 27 

Government-Industry Data Exchange Program, 72 
Univ. of Wisconsin, Engineering Experiment Station 
169 

Nuclear explosions 

Underground Excavation and Rock Properties Inform. 
Center, 156 

Nuclear facilities 

see Nuclear energy 


MooltDiing 

see Safely equipment 
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Nuclear fiicls 

see Nuclear energy 

Nuclear instrumentatloii 
see Nuclear energy 

Nuclear physics 

American Inst of Aeronautics and Astronautics^ Inc. 

12 

Battellc Memonoi Inst, Library and Information Ser- 
vices, 27 

Center for Short-Lived Phenamenc, 38 
Eastern Environmental Radiation Facility, 59 
Government-Industry Data Exchange Program, 72 
Los Alamos Scientific Lab., Cryogenic Engineering Sec- 
tkn, 99 

Nuclear power 

see Nuclear energy 

Nuclear power plant operation 
see Nuclear power plants 

Nuclear power plant safety design 
see Nuclear power plants 

Nuclear power plants 
Gosmodyne^ 49 

Eastern Environmental Radiation Facility, 59 
Environmenhd Protection Agency, Off of Radiation Fro- 
grams, 62 

Univ. of Mictiigon, Rodiological Health Program, 160 

Nuclear radiation 

see^so Inadialion 

Eastern Environmental Radiation Facility, 59 
Environmental Freteetion Agency, OiT. of Radiation Pro- 
grams, 2 

Naval Research laboratory, 118 
Nondestructive Testing Data Support Center, 122 
Oak Ridge Aasoctated tJniv., REAC/TS, 128 
Oak Ridge National Laboratory, Health Physics Division 
129 

Univ. of Michigan, Radiological Health Program, 160 
World Data Center A; Rockets and Satellites, 174 

Nuclear reactor appUcttlons 

see Nuclear power plants; Nuclear reactors 

Nuclear reactors 

Boeing Aerospace Co*, Product and System Safety Org. 
31 

Nuclear safety 

scff Reactor sofe^ 

Nuclear sciences 

see Nuclear engineenng; Nuclear physics 

Ntimerfcal control 

see Safety equipment 

Nutrition 

Com. for the Advancement of Public Interest Orga- 
nizations, 43 

Occupational safety and health 

see Industrial hygiene; Industrial safety 

Oceanography 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Earth Resources Observation Systems Data Center, 57 
Notional Oceanogtnpluc Data Center, 114 


Bartlesville Energy Research Center, 26 
Naval Air Baginccring Center, 117 
Oil and Hazardous Material Technical Assistance Data 
System, 133 

Technical Assistance Data System, 153 
U.S. Army Fuels and Lubricants Research Laboratory 
155 

York Research Corporation, 175 
Operations research 

Boeing Aerospace Co„ Safety Engineering, 32 
George Washington Univ., School of Engin. Eind Appl. 
Scl, 70 

Hazards Research Corporation* 75 
IIT Research Inst, 76 

Narthwestern Univ., Transportation Center Library, 126 
Picatinuy Arsenal, Scientific and Technical Inform. Div. 
138 

Optical properties 

see Physical properties 

Organic chemistry 
see Chemistry 

Oxidation 

Coast Guard, Cargo and Hazardous Materials Division 
41 

Oxidation inhibitors 
see Osidation 

Oxidation stability 
see Oxidation 

Oxygen 

Cosmodyne; 49 

Institute of Gas Technology, 81 
National Oceanographic Data Center, 114 

Passengers 

Airport Operators Council Interaational, 5 
Pathology 

Aimed Forces Institute of Pathology, 14 
Parements 

Austin Research Engineers, Inc., 21 

Performance data 

see Information retrieval 

Personal protective equipment 
5ft? Protective equipment 

Personnel certiHcation 
see Personnel selection 

Personnel development 
see also Education 

Boeing Aerospace Co., Product snd System Sefety Olg. 
31 

Bolt Beranek and Newmsn. Inc., 36 
Cdmprehenrive University of Dayton On-Line Services 
44 

Forest Fire Information Project, 66 
Hazards Research Corporation* 75 
Institute of Gas Technology, 81 
International Association of Chiefs of Police, 86 
International Association of Fire Chiefs, Inc., 37 
International Safety Academy, 90 
Naval Weapons Support Center, 119 
Oak Ridge Associated Univ., REAC/TS, 128 
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Persoimel develDpment (cont’d) 

Old Dominion Univ.* Pcrfonnance Assessment Laborato- 
ry, m 

Professional Air Traffic Controllers Organization, 141 

Personnel selectfon 

aee also Human factors engineciing 
Old Dominion Univ., Performance Assessment Laborato- 
ry, 134 

Personnel subsystems 

sec Personnel selection 

Personnel training 

see Personnel development 

Petroleum 
see Oils 

Physical characteristics 

see Mechanical properties; Physical properties 

Physical chemistry 
see Chemistry 

Physical metallurgy 
see Metallurgy 

Physical pinperdes 

see also Mechanical properties; Thermodynamica 
Electronic Properties Information Center, 60 
General Electric Co., High Voltage Laboratory, 69 
Georgia Inst of Technology, Engineering Experiment 
Station, 71 

Institute of Fracture and Solid Mechauics, SO 
Los Alamos Scientific Lab., Cryogenic Hn^ecring Sec- 
tion, 99 

Phase Diagrams for Ceramists, 137 

Physical sciences 
see Physics 

Physics 

American Inst* of Aeronautics and Astronautics, Inc* 

• . 12 ^ ■ 

BattcUe Memorial Inst., Library and Information Set'^ 
vices, 27 

Bsnet Laboratones, Technical Information Services Of- 
fice, 29 

Center foir Short-Lived Phenomena, 3B 
Comprehensive University of Dayton On-Line Services 
44 . .. ■ . . 

International Planetary Patrol, 89 
let Propulsion Lab., 91 

Knowledge Ay^ability Systems Information Centeri 93: 
Loa Alamos Scientific Lab*, Cryogenic Engineeiing Sec- 
tion, 99 

National Bureau of Standards, Center for Hre Kesearch 
104 

Naval Research Laboratory, 118 
Northern Arizona Univ., Dept, of Physics, 12A- 
Picatinny Arsenal, Smentiftc and Tec^coL Inform. Div. 
138 - 

Univ. of CaUfomia, Fire Research Group, 159 
Univ. of Vir^nia, Department of Material Sciencea, 167 
University of Tennessee, Space Institute, 162 
World Data Center A: Rockets and Satellites, 174 

Physiolojtical ehTecbi 
see Physiology 

Physloiogicaniazards 

Armed Forces institute of Pathology, 14 


Physiological hazards (conPd) 

Army Environmental Hygiene Agency, Laser-Microwavc 
Div., 15 

Army Materiel Command Safety Office, 16 
Boeing Aerospace Co., Safety Engmeerin^ 32 
Com. for the Advancement of Public Interest Orga- 
nizations, 43 

Comprehensive University of Deyton On-Line Services 
44 . . 

Consumer Product Safety Commission, 47 
Cryptanalytic Computer Sciences, Inc,, 54 
Duke Univ. Bye Crater, 56 

Emdromnental Protection Agency, Off. of Radiation Pro- 
grams, .62 

Franklin-Hahnemann liist., 67 
Indiana University, Physiology Department, 78 
International Safety Academy, 90 
Manufacturing Chemists Assn., Information Services 
100 

National Bureau of Standards, Center for Fire Research 
104 

Natl. Inst, of Occupational Safety and Health, Toxicol. 
Br., 113 

New York Univ., Center for Safety, 120 
Nuclear Regulatory Com., Off. of Inspection and 
Enforcement, 127 

Ohio State Univ., Physiological Fluid Mechanics Res. 
Grp., 132 

Pennsylvania Slate Univ. Lab. for Human Performance 
Res., 136 

Stanford Univ., Ciinicai Psychopharm. and Psychophys. 
Lab., 150 

Univ. of Pittsburgh, Dept, of Ind. Environ. Health Sci. 
161 

Physiological stress 
see Physiology 

Physiology 

Armed Forc« Institute of Patholo^, 14 
Com. for the Advancement of Public Interest Orga- 
nizations, 43 

Cryptanalytic Computer Sciences, Inc., 54 
Dalton Research Center, 55 
Duke Univ. Eye Center, 56 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

FraiMn-Hahnemann Inst, 67 
Indiana University, Physiology Department, 78 
National Center for H^th Statistics, 109 
Ohio State Univ., Physiological Fluid Mechanics Res. 
Grp., 132 

Pennsylvania State Univ. Lab. for Human Performance 
Res., 136 

Stanford Univ., Clinical Psychopharm. and Psychophys. 
Lab., 150 

Univ. of Pittsburg, Dept, of Ind. Environ. Health Sci. 
161 

University of Utah, Flammability Research Center, 163 


Plastics 

Church, L M., Consultant 39 
Electronic Properties Information Center, 60 


Planetary research 
Astronomy 

Plasma physics 

see Nuclear physics 
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Plastics (cont*d) 

National Bureau of Standards, Fire Res. Inform. Services 
106 

Picatinny Arsenal, Scientific and Technical Inform. Div. 
138 

Plastics Technical Evaluation Center, 140 
Stanford Research Inst, Tech. Infonn» Serv., 148 
Univ, of Virginia, Dept, of Engineering ScU and Sysl. 

166 

Univ. of Virgiiua, Department of Material Sciences, 167 
University of Utah, Flammability Research Center, 163 
Viiiley Forge Sp. Cent, Plastics and Adv. Composites 
Lab., 170 

Pnennmtic components 

ses Pneumatic equipment 

Pneumatic equipment 

Joint Industnoi Council, 92 

Powder metallurgy 
see Metallurgy 

Power sources . 

see Power supplies 

Power supplies 

CKTt^alytic Computer Sciences, luc., 54 
Los Alamos Scientific Lab., Cryogenic Engineering Sec^ 
tion, 99 

Precious metals 
see Metallurgy 

Pressure reduction 

sec Rescue operations 

Primary fabrication 
see Fabrication 

Product safety 

Acroniitronic Ford Corp. Safety Engineering Section, 2 
Boeing Aerospace Co.* Product and System Safety Org. 
31 

Boeing Vertol Co., Product Assurance and System Safety 
34 

Consumer Product Safety Commission, 47 

Propellants 

see also Fuels 

Allegany Ballistics Laboratory, 6 

American Inst, of Aeronautics and Astronautics, Inc. 

12 

Arthur D. Little* Safety and Fire Technology Unit, 17 
Hazards Research Corporation, 75 
IIT Research Inst, 76 
Naval Research Laboratory, 118 
Picatinny Arsenal, Scientific and Technical Inform. Div. 
138 

Roylance, Herbert M.* Consultant, 145 
Washington College, H3 

Propellants and fuels 

see Fuels; Propellants 

Fropulslmi 

American lust of Aeronautics and Astronautics* Inc. 

12 

Govemment-Induatry Data Exchange Program* 72 
Soc. for the Advancement of Material and Process En- 
: gih., 135 • 

Society for the Advancement cf Materia? and Process 
Engineer, 147 


Propulsion system performance 

Aerwpace Corp,, Energy & Transportation Division, 3 
American Bureau of Shipping, 10 
Boeing Aerospace Co., Product and System Safety Org. 
31 

Naval to Engineering Center, 117 
Railroad Research Information Service^ 143 

Propulsljon types 

see Propulsion system peribimancc 

Protective coatings 

Cobalt Information Center, 42 

Protective equipment 

Coast Guard, Cargo and Hazardous Materials Division 
41 

Com. for the Advancement of Public Interest Orga- 
ni^tions, 43 

Enviromhenlai Protection Agency, . OiL of Radiation Pro- 
grams, 62 

Federal Aviation Administration, Off. of Aviation Medi- 
cine, 63 

National Bureau of Standards, Fire Res. Inform. Services 
106 

Pennsylvania State Univ. Lab. for Human Performance 
Res., 136 

Fsychologlcfil stress 
see Psychology 

Psychology 

New York Univ., Center for Safety, 120 
Old Dominion Univ., Pcrfonnancc Assessment Laborato- 
ry, 134 

Stanford Univ., Clinical Psychopharm. and Psychophys. 
Lab., 150 

University of Utah, FlfumnabiHty Research Center, 163 

Pyrotechnic materials 
see Pyrotechnics 

Pyrotechnic safety 
s«j Pyrotechnics 

Pyrotechnic technology 
see Pyrotechnics 

Pyrotechnics 

Allegany Ballistics Laboratory, 6 
Army Materiel Command Safety Office, 16 
Hazards Research Corporation, 75 
Picatinny Arsenal, Scientific and Technical Inform. Div. 
138 

Roylance, Herbert M.* Consultant, 145 
Washington College, 173 

Pyrotechnics safe^ 

Pyrotechnics 

Quality assurance 

Quality control 

Quality certification 
jCff Quality control 

Quality control 

Boeing Aerospace Co., Sneak Circuit Analysis Group 
33 

Govermnent-Industry Data Exchange Program, 72 
Naval Air Engineermg Center, 117 
Nondestructive Testing Data Support Center, 122 
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Qualtty/dlsbmce crltedft 
see Transportation 

Hadar 

Aviation Safety Institute^ 22 
Georgia Inst, of Technology, Bngmcciing Expeiiment 
Station, 71 

Radar detection 
see Radar 

Radar nadBation 
see Radar 

Radiation 

Armed Forces Institute of Pathology, 14 
DukeUniv. Eye Center, 56 

Environmental Protection Agency, Oft of Radiation Pre- 
gram 62 

Lockheed Radiation Physics Group, 98 
Oak Ridge Associated Univ*, REAC/TS, 128 
Oak Ridge National Laboratory, Health Physics Division 
129 

Eadiation belts 

Lockheed Radiation Physics Group, 98 

Radiation damage 

see Radiation effects 

Radiation detection 
see Radiation 

Radiation detectors 
Radiation 

Radiation effects 

see also Radiation 

Army Materiel Command Safety OfEce^ 16 
Boeing Aerospace Co,, Safety Engjnwnng, 32 
Univ* of Michigan, Radiolopcal Health Program, 160 
Univ, of Virginia, Department of Efcctricat Enghiecring 
165 

Radiation hazards 

see Nuclesr radiation 

Radiation monitoring 
see Radiation 

Radiation physiological effects 
see Medicine 

Radiation protection 
sw Radiation 

Radiation resistance 
sec Radiation 

Radiation shielding 
see Radiation 

Radiation tolerance 
see Radiation 

Radiation tolerance levels 
see Radiation 

Radio conummication syatems 
see Tdccomraumcations 

Radio cammunications 

see Tciecommunications 

Radioactive decontamination 
see Radioactive spills 


Radioactive isotopes 

Environmental Protection Agency, Otil of Radiation Pro- 
gram^ 62 

Oak Ridge National Laboratory, Heulih Physics Division 
129 

Radioactive sources 

Armed Forces Institute of Pathology* 14 
Radioactive spills 

Environmental Protection Agency, Off, of Radiation Pro- 
grams, 62 

IntemationBl Association of Fire Chiefs, Inc.. 87 
Radioactive wastes 

Eastern Environmcnlai Radiation Facility, 59 
Environmental Protection Agency, Off, of Radiation Pro- 
grams, 62 

Univ, of Michigan, Radiological Health Program, 160 

Radioisotopes applications 
see Radioactive isotopes 

Radionuclides 

see Radioactive isotopes 

Railroad accidents 

Railroad Research Information Service^ 143 
Railroads 

Northweatem Umv„ Transportation Center Library, 126 
Railroad Research Infonnation Scrvi«v 143 
Univ, of Virghiia* Dept, of Engineering ScL and Syst 
166 

Range operations 
see Range safety 

Range safety 

Gencri Electric Co., High Voltage Laboratory, 69 

Rare earth information 
s^ Metallurgy 

Reactor safety 

Armed Forces Ihatitute of Pathology, 14 
Amy Materiel Command Safety Oflxcc^ 16 
Arthur D. Little, Safety and Fire Technology Unil; 17 
Battellc Memorial Inst., Library and Information Ser- 
vices, 27 

Boeing Aerospace Co*, Safety Engineering. 32 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Cosmodyne, 49 
Cranston Research lixc., 51 

Environmental Protection Agency, Off of Radiation Pro- 
grams, 62 

Industrial Risk Insurers, 79 
Metals Properties Council, Inc,, 103 
Naval Rescardi I-aboratory, 118 
New York Univ,, Center for Safety, 120 
Nuclear Regulatory Com., Off, of Inspection and 
Enforcement, 127 

Oak Ridge Associated Univ,, REAC/TS, 128 
Oak Ridge National Laboratory, Health Physics Division 
129 

Oil and Hazardous Material Technical Assistance Data 
System, 133 

Picklesimer, M.L„ Consultant, 139 

Univ. of Michigan, Radiologicai Health Program, 160 

Vitro Labs., 172 

World Data Center A; Rockets and Satellites, 174 


199 



Reactor technology 

scff Nuclear power plants; Nuclear reactore 
Reactors 

see Nuclear power plants; Nuclear reactors 

Reciprocatiiig engines 
see Engines 

Recovery 

Naval Air Engineering Center, 117 

Recovery systems 
see Recovery 

Reentry 

sec Aerospace engineering 

Refining 
see Oils 

Reflractories 

Phase Diagrams for Ceramist, 137 

Refractory metals 
see Metallurgy 

Regulations 

see Safety regulations 

Rellahility 

Allegany BalUstics Laboratory, 6 
Boeing Aerospace Co., Experience Analysis Center, 30 
Boeing Aerospace Co., Product and System Safety Org* 
31 

Boeing Aerospace Co., Sneak Circuit Analysis Group 
33 

Canale Research, 37 

Cryptanalytic Computer Sciences, Inc., 54 
George Washington Univ*, School of and AppL 
Sci*, 70 

GovernmenMndustry Data Exchange Program, 72 

IIT Research Inst, 76 

Naval Air Engineering Center, 117 

Reliability analysis 
see Reliability 

Reliability assurance 

Quality control 

Rescue 

see Rescue operations 
Rescue operations 

Compressed Gas Association, Ihc., 4^ 

International Association of Fire Chiefs, Inc., 87 
Pennsylvama State Univ. Lab. for Human Performance 
Res., 136 

Research 

see Research and development 

Research and development 

Allegany BaUistics Laboratory, 6 
GovernmenMndustry Data Exchange Program, 72 

Respiratory equipment 

see Breathing apparatus 

Restraint systems 

see Vehicles (land) 

Restraints 

see Vehicles (land) 


Hocks 

Underground Excavation and Rock Properties Inform. 
Center, 156 

Rubber 

Crane Packing Company, 50 
Safety 

see Safety procedures 

Safety analysis 

see also Safety equipment 

Aeronutronic Ford Cbrp. Safety Engineering Sectiont 2 

Army Materiel Command Safety Office, 16 

Arthur D. Little, Safety and Fire Technology Uni^ 17 

Becker, Herbert, Conaultant; 28 

Boeing Aerospace Co., Experience Analysis Center, 30 

Boeing Aerospace Co., Fr^uct and System Safety Org, 

31 

Boeing Aerospace Co., Safety Engineering 32 
Canale Research, 37 
Church, J. M., Consultant, 39 
Comprehensive University of Dayton On-Line Services 
44 

Consumer Product Safety Commission, 47 
Cranston Research Inc., 51 
Cryogenic Consultants, Inc., 53 
Duke Univ. Eye Center, 56 
Federal Highway Administration, 64 
Franldin-Hahnemann Inst., 67 
Garbell Research Foundation, 68 
General Electric Co., High Voltage Laboratory, 69 
Hazards Research Corporation, 75 
Institute of Safety and Systems Management, Res earch 
Center, 82 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

International Association of Chiefs of Police, 86 
International Association of Fire Chiefs, Inc., 87 
International Safety Academy, 90 
Jet Propulsion Lab., 91 

Lightning and Precipitation Static Test Laboratory, 96 
Lightning and Transients Research lust, 97 
National Highway Traffic Safety Admin., Tech* Ref. Br. 
112 

National Safety Council, 116 
Naval Weapons Support Center, 119 
New York Univ*, Center for Safety, 120 
Northwestern Univ., Transportation Center Library, 126 
Professional Air Traffic Controllers Organization, 141 
University of Utah, Flammability Research Center, 163 
Vitro Labs., 172 

Safe^ analysis of equipment 
see Safety equipment 

Safety data sheets 

Safety analysis 

Safety eofiineerinB 

Allegany Ballistics Laboratory, 6 
Army Materiel Command Safety Office 16 
Aviation Safety Institute^ 22 
Becker, Herbert, Consultant, 28 
Boeing Aerospace Co., Product and System Safety Org., 
■■31 . ' ^ 

Boeing Aerospace Co., Safety Engineering, 32 
Canale Research, 37 . 

Consumer Product Safety Commission, 47 
Cranston Research Inc., 51 
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Safety engineering (coni'd) 

Cryogenic ConsuItantSj Ina, 53 

Franklin-Halmemann Inst^, 67 

Garbell Research Foundatiortr 68 

General Electric Co., High Voltage Laboratory* 69 

Hazards Research Corporatioiif 75 

Industrial Risk Insurers, 79 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

International Association of Fire Chiefs* Inc., 87 
Lightning and Transients Research Inst, 97 
National Bureau of Standards, Center for Fire Research 
104 

New York Univ„ Center for Safety, 120 
Systems Safety Society, 152 

University of Utah, Flammability Research Center, 163 

Safety equipment 

sss also Safety analysis 

American Bureau of Shipping, 10 

Boeing Aerospace Co.* Product and System Safety Org. 

31 

Boeing Aerospace Co., Sneak Circuit Analysis Group 

33 

Boeing Vcrtol Co., Product Assurance and System Safety 

34 

Canale Research, 37 

Cranston Research Inc., 51 

Cryogenic Consultants, Inc., 53 

GarbeU Research Foundation, 68 

General Electric Co., High Voltage Laboratory, 69 

Hazards Research Corimration, 75 

International Safety Academy, 90 

Safety laws 

see Safety regulations 

Safety manuals 

see Safety regulations 

Safety practices 

see Safety procedures 

Safety procedures 

Boeing Aerospace Co., Product and System Safety Org. 
31 

Canale Research, 37 
Church, L M., Consultant, 39 
Compressed Gas Association, Inc., 46 
Cryogenic Consultants, Ina, 53 
Environmental Protection Agency, Off. of Radiation Pro- 
grams, 62 

Garbell Research Foundation, 68 
General Electric Co., High Voltage Laboratory, 69 
Institute of Gas Technology, 81 
International Safety Academy, 90 
Manufacturing Chemists Assn., Information Services 
100 

National Highway Traffic Safety Admin., Tech. Ref, Br, 
112 

Professional Air Traffic Controllers Organization, 141 

Roylance, Herbert M., Consultant, 145 

University of Utah, Flammability Research Center, 163 

Safety regulations 

Army Environmental Hyfpene Agency, Lascr-Mcrowave 
Div.* 15 

Aviation Safety Institute 22 

Church, L M.i ConsiiItant, 39 

Coast Guard, Cargo and Hazardous Materials Division 


Safety regulations (contM) 

Coast Guard, Cargo and Hazardous Materials Division 
41 

Compressed Gas Association, Inc.* 46 
Consumer Product Safety Commission, 47 
Cranston Research Inc., 51 
Cryogenic Consultants, Ina, 53 
Duke Univ. Eye Center, 56 

Environmental Protection Agency, Off. of Radiation Pro- 
grams, 62 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Internotionol Association of Fire Chiefs, Inc., 87 
International Conference of Building Ofnctals, 88 
Lightning and Precipitation Static Test Laboratory, 96 
Manufacturing Chemists Assn., Information Services 
100 

National Cargo Bureau, Inc., 108 
National Highway Traffic Safety Admin., Tech. Ref Br. 
112 

Office of Hazardous Materials, 130 
Roylanee, Herbert M., Consultant, 145 

Safety standards 

Safety regulations 

Sanitation 

sea Waste disposal 

Hazards Research Corporation, 75 

Scientific data 

sea Information retrieval 

Search and rescue 

see Rescue operations 

Search and rescue operations 
see Rescue operations 

Secondary fabrication 
see Fabrication 

Security 

International Association of Chiefs of Police, 86 

Seismology 

see Earth sciences 

Senses 

see Physiology 
Sensors 

Univ. of Virgima, Department of Electrical Engineering 
.,165. 

Servfcfng 

5ce Maintenance 

Shielding 

Boeing Aerospace Co., Product and System Safety Org. 

31 

Boeing Vertol Co., . Product Assurance and System Safety. 

■■34' . ■ 

Environmental Protection Agency* Off. of Radiation Pro- 
gmius, 62 

General Electric Co., High Voltage Laboratory, 69 
Lightning end Precipitation Static Test Laboratory, 96 

Shielding equipment 
see Shielding 

Shipping 

American Bureau of Shipping, 10 


Shipping procedures 
see Transportation 

Shipping regulations 

Airport Operator Council International, 5 
Arthur D. Little, Safety and Fire Technology Unit, 17 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Institute of Gas Technology, 81 
Manufacturing Chemists Assn*» Information Services 
100 

National Cargo Bureau, Ina, 108 
OiTice of Hazardous Materials, 130 

Shock 

see also Vibration 

Boeing Aerospace Co„ Product and System Safety Org, 

31 

Bolt Beranek and Newman, Inc,, 36 
Naval Research Laboratory, 118 
Underground Excavation and Rock Properties Inform* 
Center, 156 

York Research Corporation, 175 

Shock and vihratioii 

see Shock; Vibration 

Smelting 

Metallurgy 

Smoke 

see also Air pollution; Fires 
Smoke, Fire and Bum Foundation, Inc*, 146 
Stanford Research Inst, Tech* Inform* Serv., 148 
Washington College, 173 

Smoko detectors 

see Air pollution 

Soli mechanics 

see Earth sciences 

Solar radiation 

Government Research Laboratory, 74 

Lockheed Radiation Physics Group, 98 

Naval Research Laboratory, 118 

World Data Center A: Rockets ond Satellited, 174 

Solid state physics 
see Physics 

Space sciences 

see Aerospace engineering 

Space vehicle problems 
see Spacecraft 

Spacecraft 

American Astronautical Society, 9 
Boeing Aerospace Co*, Experience Analysis Center, 30 
Earth Resources Observation Systems Date Center, 57 
Jet Propulsion Lab., 9*1 

Los Alamos Scientific Lah, Cryogenic Engineering Sec- 
tion, 99 

National Bureau of Standards, Fire Res* Inform. Services 
106 

University of Utah, Flammability Research Center, 163 
Valley Forge Sp* <3cnt, Plastics and Adv. Composites 
Lab., 170 

World Data Center Ar Sockets and Satellites, 174 
Spacecraft control 
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Specific heat 

see Physical properties; Thermodynamics 

Stainless steel 
see Steels 

Standard reference 

see Infonnation retrieval 

Standards 

Aluminum Association, Inc., 8 
American Bureau of Shipping, 10 
Army Environmental Hygiene Agency, Laser-Microwave 
Div„ 15 

Aviation Safety Institute 22 

Becker, Herbert, Consultant, 28 

Cranston Research Inc., 51 

Duke Univ. Eye Center, 56 

International Conference of Building Officials, 88 

Joint Industrial Council, 92 

National Bureau of Standards, Center for Fire Research 
104 

National Forest Products Association, 1 10 
National Highway Traffic Safety Admin*, Tech* Ref Br. 
112 

Phase Diagrams for Ceramists, 137 
Superconductive Materials Data Center, 151 

Stetc*of-Ui&*art reviews 

see Infonnation retrieval 

Statistics 

National Center for Health Statistics, 109 

Statutes 

see Standards 

Steel alloys 
see Steels . 

Steel constmetfon 
jee Steels 

Steels 

American Bureau of Shipping, 10 
Baraom, J* M*, Consultant, 25 
Cobalt Information Center, 42 

Storage procedures 

see Hazardous materials 

Stress 

see Stress analysis 
Stress analysis 

Aerospace Structures Information and Analysts Center 
4 

Atlas Testing Laboratories, Inc*, 19 
Aviation Systems Command Reference Library, 24 
Boeing Aerospace Co*, Product and System Safety Org. 
31- 

National Forest Products Association, 110 
Old Domiwon Univ*, Ferfonnance Assessment Laborato- 
ry, 134 

Univ* of Wisconsin, Engineering Experiment Station 
169 

Virginia Polytccb. Inst*, Dept, of Engin* Sci* and Mccb* 
■,171 . 

Stress/straiu analysis 
Stress analysis 


StnictuTHl dynamics 

Structuml engineering 

Structural engineering 

see slso Structural failure; Structural materials 
Acr&space Corp., Energy & Transportation Division, 3 
Aerospace Structures Mormation nnd Analysis Center 
4 

American Bureau of Shippings 10 

American Insl» of Aeronautics and Astronautics* Inc. 

IZ 

Auburn Univ., Materials Engineering Dept., 20 

Austin Research Engineers, Inc», 21 

Bamom, J. M.t Consultant, 25 

Becker, Herbert, Consultant, 28 

Boeing Aerospace Co,, Product and System Safety Org. 

31 

Boeing Vertol Co., Product Assurance and System Safety 
34 

Comprehensive University of Dayton On-Line Services 
44 

Federal Aviation Administrarion, Off, of Aviation Medi- 
cine* 63 

Institute of Fracture and Solid Mechanics,. 80 

International Association of Fire Chiefs, Inc., 87 

Intemational Conference of Building Officials, 88 

Jet Propulsion Lab., 91 

Nation^ Forest Products Association, 1 10 

New York Univ,, Center for Safety, 120 

Univ. of CaUforaia, Department of Civil Engineering; 

158 

Univ, of Vir^a, Department of Civil Engineering, 164 
UniVi of Wisconsin, Engineering Experiment Station 
169 

Univeisity of Tennessee, Space Institute, 162 
Structure failure 

see also Structural engineering; Structural materials 
Aerospace Structures Information and Analysts Center 

4 .. 

Auburn Univ,, Materials En^eering Dept., 20 
Becker, Herbert, Consultant, 28 
Comprehensive University of Dayton On-line Services 
44 

Institute of Fracture and Solid MechanicSi 80 
Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Univ. of Virgmia, Dept of En^cering Sci. and Syst 
166 

University of Tennessse* Space Institute, 162 
Structural materials 

see also Structural engmeering; Structural failure 
American Bureau of Shipping, 10 
Austin Research Engmeers, Inc., 21 
Becker, Herbert, Consultant, 28 
Center for Short-Lived Phenomena, 38 
Federal Aviation Administration, Off. of Aviation Medi- 
■ , ■ cine, 63 

ITT Research Imt,, 76 
Industrial Risk InBuremi 79 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

International Asiiociation of Fire Chiefs, Inc., 87 
International Conference of Building Officials, 88 
Natioiml Bureau of Standards, Center for Fire Research 
104 


Structural materials (conFd) 

National Bureau of Standards, Fire Res. Monn. Services 
106 

National Forest Products Association, 110 
Naval Research Laboratory, IIB 
Nondestructive Testing Data Support Center, 122 
Univ. of California, Department of Civil Engineering 

158 

Virginia Polytech. Inst, Dept of Engin. ScL and Mcch. 

159 

Univ, of Virginia, Department of Civil Engineering, 164 
Univ. of Virginia, Dept of Engineering Sci. and Syst. 

166 

University of Utah, FlamihabiUty Research Center, 163 
Virginia Polytechnic Inst., D<pt of Engineering Science 
an, 171 

Structural materials Umltatlons 
see Structural engineering 

Structural mechanics 

5ce Structural engineering 

Superconductors 

Los Alamos Scientific Lab., Cryogenic Engineering Sec- 
tion, 99 

Superconductive Materials Data Center, 151 
Univ. of Virgiiiia, Dept, of Engineering Sci. and Syst. 

166 

Survival 

Boeing Vertol Co., Product Assurance and System Safety 
34 

Federal Aviation Administration, Off. of Aviation Medi- 
cine^ 63 

Pennsylvama State Univ, Lab. for Human Performance 
Res., 136 

Systems engineering 

Ausdn Research Engineers, Inc., 21 
Boeing Aerospace Co., Product and System Safety Org. 
■31' 

Boeing Vertol Co., Product Assurance and System SEdety 
34 

Canale Research, 37 
Cranston Research Inc., 51 
Cryogenic Consultants, Inc., 53 
Cryptanalydc Computer Sciences, Ina, 54 
New York Univ., Center for Safety, 120 
Systems Safety Society, 152 
Vitro Labs., 172 

Systems safety 

5 cc Systems engineering 

Technical informatioii 

see Information retrieval 

Tdecommunicatjons 

Earth R^ources Observation Systems Data Center, 57 
Georgia Inst of TechnoIogy, ^gmccring Experiment 
Station, 71 

Temperature 

5Ctf Thermodynamics 

Test data 
.see Tests 

Test equipment 
see also Tests 

Allegany BolHstics Laboratory, 6 

Arthur D. Little, Safety and Hrc Technology Unit, 17 


Test equipment (cont’d) 

Cosmodyne, 49 

Georgia Inst of Technology, Engineering Experiment 
Station, 71 

Government-Industry Data Exchange Program, 72 
Hazards Research Corporation, 75 
IIT Research Inst, 76 
Naval Air Engineering Center, 117 

Test operations 
jfl? Tests 

Test results 
sec Tests 

Test techniques 
see Tests 

Tests 

seesisa Materials tests; Test equipment 
Institute of Safety and Systems Management, Research 
Center, 82 

National Bureau of Standards, Center for Fire Research 
t04 

Naval Air Engineciing Center, 117 
Vitro Labs., 172 

Textiles 

Church, h M., Consultant 39 
Mass. of Technology, Dept, of Mechanical Engi- 
neering, 101 

National Bureau of Standards, Fire Res. Inform. Services 
106 

Thermal conductivity 

see Physical properties; Thermodynamics 

Thermal enci^ 
see Energy 

Thermal properties 

Physical properties 

Thermal radiation 

DukeUniv. Eye Center, 56 

Earth Resources Observation Systems Data Center, 57 

Lockheed Radiation Physics Group, 98 

Thermal treatment 
see Metallurgy 

Therinochemical properties 
see Chemical properties 

Thermodynamic data 

see Thennodynamics 

Thermodynamic properties 
jw Thennodymunks 

Thermodynamics 

see also Physical properties 
Bartlesville Energy Research Center, 26 
Benet Laboratories, Technical Information Services Of- 
fice^ 29 

Garbell Research Foundation, 68 
Los Alamos Scientific Lab., Cryogenic En^ccring Sec- 
tion, 99 

Superconductive Materials Data Center, 151 
Underground Excavation and Rock Properties Inform. 
Center, 156 

Univ. of Arkansas, Chemical Engineering Department 
■ 157.. . 


Titanium 

Ficklesimcr, MX., Consultant, 139 

Titanium alloys 
sec Titanium 

Toxic effects 
see Toxicity 

Toxic gas 

see Toxicity 

Toxic substances 
see Toxicity 

Toxicity 

Advisory Center on Toxicology, 1 
Acronutronic Ford Corp. Safety Engineering Section, 2 
Coast Guard, C^go and Haxardous Materiab Division 
41 . 

Com. for the Advancement of Public Interest Orga- 
nizations, 43 

Consumer Product Safety Commission, 47 
Cryptanalytic Computer Sciences, Inc., 54 
Food and Drug Administration, Poison Control Program 
65 

Hazards Research Corporation, 75 
International Safely Academy, 90 
Manufacturing Chemists Assn., Information Sendees 
100 

National Bureau of Standards, Center for Fire Research 
104 

National Bureau of Standards, Fire Res. Ic'form. Servicci 
106 

Nath Inst, of Occupational Safety and Health, Toxicol. 
Bn, 113 

Oil and Hazardous Material Technical Assistance Data 
System, 133 

Smoke, Fire and Bum Foundation, Inc., 146 
Stanford Research Inst., Tech. Inform. Serv., 148 
Stanford Research Inst, Toxicology Department, 149 
University of Utah, Flammability Research Center, 163 

Toxicology 

see Toxicity 

Transport properties 

see Physical properties 

Transporiatian 

Aerospace Corp., Energy & Transportation Division, 3 
Airport Operators Council International, 5 
Boeing Aerospace Co„ Product and System Safety Org. 
31 

Boeing Aerospace Co., Safety Enginccrin& 32 
Center for Short-Lived Phenomena, 38 
Coast Guard, Cargo and Hazardous Materials Division 
41 

Comprehensive University of Dayton On-Line Services 

^ ■ ■ ■ ■ " . 

Coiuprcssed Gas Association, Inc., 46 
Fedc^ Highway Administration. 64 
Hazards Research Corporation, 75 
IIT Research Inst., 76 

Institute of Safety and Systems Management, Research 
Center, 82 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Inst, of Safety and Systems Mgmt, Traffic Safety Center 
■ 85 . ■ ■ 

National Bureau of Standards, Fire Res. Inform* Services 
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TriulsportJition (cont'd) 

National Bureau of Standards, Fire Res. Infonn* Services 
106 

National Highway Traffic Safety Admin^, Tech. Ref Br. 
112 

Northwestern Univ., Transportation Center Library, 126 
Office of Hazardous Materials, 130 
Railroad Research Infonnation Service 143 
Univ. of Virginia, Dept, of Engineering Sci. and Syst. 

166 

Transportation engfneerlng 
sec Transportation 

Transportation procedures 
w Transportation 

Transportatitm regulations 
see Shipping regulations 

Turbine engines 
so? Engines 

Upper atmosphere 

see Atmospheres; Environments 

Vehicle fire prevention design 
SM VcMcles (land) 

Vehicle fire safety 

see Vehicles Oand) 

Vehicle fires 

see Vehicles (land) 

Vehicle subsystems 
see Vddcliss Oand) 

Vehicles (land) 

Comprehensive University of Dayton On-Line Services 
44 

(Consumer Product Safety Comnussion, 47 
Federal Highway Admiaistradon, 64 
irr Research Inst, 76 

Institute of Safety and Systems Management, Research 
Center, 82 

Inst of Safety and Systems Mgmt, Traffic Safety Center 
85 

International Safety Academy, 90 
Manufacturing Chemists Assn., Infonnation Services 
100 • 

National Highway Traffic Safety Admin., Tech. Ref. Br. 
112 

Railroad Research Infonnation Service^ 143 ' 

Vibration 

see eJso Shock 

Bolt Bcnmck and Newman, Inc., 36 
Naval Research Laboratory, 118 



Vibration (coat’d) 

Old Dominion Univ., Performance Assessment Laborato- 
ry, 134 

Univ. of Wisconsin, Engineering Experiment Station 
169 

York Research Corporation, 175 
Viscoiity 

see Physical properties 

Waralng systems 

see niso Detectors 

Boeing Vcrtol Co., Product Assurance and System Safety 
34 . 

Eastern Environmental Radiation Facility, 59 
National Bureau of Standards, Fire Res. Inform. Services 
106 

Waste disposal 

Bartlesville Energy Research Center, 26 
Hazards Research Corporation, 75 
Oil and Ha;^ous Material Technical Assistance Data 
System, 133 

Technical Assistance Data System, 153 

Unlv. of Michigan, ^dialogical Health Program, 160 

Univ. of Virginia, Department of Civil Engineering, 164 

Waste disposal systems 
see Waste disposal 

Weather modification 
see Meteorology 

Working (metals) 
see Metallurgy 

Wrou^t aluminuro 

see Aluminum; Metidlurgy 

X-ray technology 
see X-rays 

X-rays 

Environmental Protection Agency, OIL of Radiation Pro- 
grams, 62 

National Bureau of Shmdords, Mechanical Properties 
Section, 107 

Nondestructive Testing Data Support Center, 122 
Univ. of Virginia, Dept of Enginceiing 
166 

Zirconium 

Picklesimcr, M.L., (Consultant, 139 
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Alphabetical List Of Expects 


Adkins, C, X 

OldDomimfin Univ*, Perfbnnancc Assessment Lalwrato- 
ry» 134 

Albaugb, L, R, 

Allegany Ballistics laboratory, 6 
ABsoDj G* A/ 

Aluminum Association, Inc., 8 
Allan, D. S* 

Arthur D. Little, Safety and Fire Techaology Unit, 17 
AUen,M,H, 

Coast Guard, Cargo and Hazardous Materials Division 
41 

AUuisi, E, A. 

Old Dominion Uftiv,, Performance Assessment Laborato- 
ry, 134 

Altemos, E, A, 

Coast Guard, Cargo and Hazardous Materials Division 
41 

Ambrose, J. R, 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Anzalone, A* M* 

Plastics Tecbmcol Evaluation Center, 140 
Appleton, J« P. 

Mass. Inst* of Technology, Dept of Mechanical En^- 
neeiing, 101 

Armstrong, K E, 

BartiesviUe Energy Research Center, 26 
Ashworth, M, 

Crane Packing Company, 50 
Attalah, S, 

Arthur D» Little, Safety and Fire Technology Unit^ 17 
Bahruskas, V. 

Univ. of California, Fire Re^^ch Group, 159 
Baer, A« D, 

Univeiaity of Utah, Flammability Research Center, 163 
Baird, D, 

Institute of Safety and Systems Management, Research 
Center, 82 

Balmer»G,G, 

Facial Highway Administration, 64 
Barenklau, K* 

International Safety Academy, 90 
Barger, J, E, 

Bolt Beranek and Newman, Inc., 36 
Barker, H, E. 

Univ. of Vir^a, Department of Material Sciences, 167 
Barlett, L. 

Pennsylvania State Uhiv„ Lab. for Human Performance 
Res., 136 

Baron, S. 

j^lt Beranek and Newman, Inc., 36 
Barr, J* 

Aluminum Association, Inc^, 8 


Barr, R. H* 

Climax Molybdenum Co., 40 
Barritt, J. S. 

Industrial Risk Insurers, 79 
Barsom, J« D. 

Barsom, J. M., Consultant, 25 ; 

Barton, F, W, 

Univ. of Virginia, Department of Civil Engineering, 164 
Baster, D* F« 

Naval Research Laboratory, 118 
Bastresa, E. K, 

Arthur D. Little, Safety and Fire Technology Unit, 17 
Baum, H, 

National Bureau of Standards, Center for Fu‘e Research 
104 

Baum, W. At 

International Planetary Patrol, 89 
Beck,W,L. 

Oak Ridge Associated Univ*, REAC/TS, 128 
Bedter^ H* 

Becker, Herbert. Consultant, 28 
Beckett, T,A^ 

Aeronutronic Ford Corp* Safety Engineering Section, 2 

Bender, M, 

Vitro Labs., I72 

Bender, H, 

Univ* of California, Fire Research Group, 159 
Beniamin, 1/ 

Nadonal Bureau of Standards, Center for Fire Research 
104 

Berdjls, C. C, 

Armed Forces Institute of Pathology, 14 
Berger<J>D. 

Oak Ridge Associated Univ., REAC/TS, 128 
Bemardin, J, 

Old Dominion Univ*, Performance Assessment Laborato- 
ry* 134 

Bertoccl, U, 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Bihr, J,E, 

International Conference of Building OiBciats, 88 
Bhrky, M* 

National Bureau of Standards, Center for Fu:e Research 
104 

Bland, R. 

Pennsylvania State Univ*, Applied Research Laborauiry 

■ '■'■135.. 

Bolgcr, H, 

American Astronautical Society, 9 
bumemann, D* 

R. Dreoh Speas, Associates, 142 


Howeiti B, 

Univ* of ‘Wisconsin, Engineering Experiment Station 
169 

Bowers, H»N. 

Naval Weapons Support Center, 119 
Breskrt B.. 

Umv/ of Califorma, Fire Research Group, 159 
Bressen, D. H. 

Aluminum Association, Inc,, 8 
Bridges, J» 

irr Research Inst, 76 
Brinson, H, F, 

Virginia Polytcch. Inst., Dept of Bngin. Sci« and Mech. 
171 

Brown, H* 

Manufacturing Chemists Assn., Inc., lufonnation Ser- 
wces, 100 

Brown, J, L. 

Georgia Inst of Technology, Engineering Experiment 
Station, 71 

Brown, N. A* 

Bolt Beranek and Newman, Inc., 36 
Brown, 0» R. 

Dalton Research Center, 55 
Bruce, R. D, 

Bolt Beranek and Newman, Inc., 36 

Brueschke, E,. 

nr Research Inst, 76 

Buchan, R, 

National Forest Products Association, 110 
Buchhinder, B. 

National Bureau of Standards, Center ibr Fite Research 
104 

Burke, R, 

Univ* of Virginia, Department of Civil Engineering, 164 
Bums, W. J. 

Office of Hazardous Materials, 130 
Buskirk, £«R« 

Pennsylvania State Univ., Lab. for Human Performance 
Res., 136 

Cameron, W* C. 

World Data Center A: Rockets and Satellites, 174 
Campbell, Ji B* 

Boeing Aerospace C^r, Sneak Circuit Analysis Group 
33 

Campbell, M* V« 

Manufacturing Chemists Assn., Inc., Information Ser- 
vices, 100 

Cannday, R, M. 

Institute of Safety and Systems Management, Safety Cen- 
ter, 84 

Canale, S, 

Can^e Research, 37 
Capen, C. Fr 

International Planetary Patrol, 89 


Carper, W, E* 

Naval Weapons Support Center, 119 
Carter, T, H, 

International Conference of Building Officials, 88 
Caugherty, C. 

Atlas Testing Laboratories, Inc., 19 
Chan, K* 

World Data Center As Rockets and Satellites, 174 
Chaney, J* F, 

Electronic Properties information Center, 60 
Charest, M« 

Com. for the Advancement of Public Interest Orga- 
nizations, 43 

Chem, T, 

Lightning and Transients Research Inst., 97 
Chen, T, E, P. 

Institute of Fracture and Solid Mechanic^ 80 
Cheng, S» 

Univ* of Wisconsin, Engineering Experiment Station 
169 

Chl,T.a 

Elcctronio Properties Information Center, 60 
Chris^B.W* 

National Bureau of Standards, Mechanical Properties 
Section, 107 

Church, J* M. 

Church, L M., Consultant; 39 
Clark, C. C, 

Com. for the Advancement of Public Interest Orga- 
nizarions, 43 

Clarke, F, 

National Bureau of Standards, Center for Fire Research 
104 

Clifford, D.W. 

McDonncI Aircraft Co., Lightning Simulation Laborato- 
ry, 102 

CUngman, P. 

York Research Corporation, 175 
Oough, E. 

Knowledge Availability Systems Information Center, 93 
Cloutier, R. J. 

Oak Ridge Associated Univ., REAC/TS, 128 
Coatea, G, D, 

Old Dominion Univ., Performance Assessment Laborato- 
ly, 134 , , , ■ \ 

Comns,A.G. 

Bartlesville Energy Research Center, 26 
Collins, K 

National Oceanographic Data Center, 114 

Conkling, J* A, 

Washmgton College^ 173 

Cook,G. 

Univ. of Virgmia, Department of Electrical Engineering 
^165 

Cook, L. 

Phase Diagrams for Ceramists, 137 


Coopennanf A* 

National Oceanographic Data Center, 114 
Coor, M, L* 

Airport Operators Council Intemalionah 5 
Corhett, J, J* 

Airport Operators Council International, 5 
Cornish^ 

IIT Research Inst., 76 
CauUi J. 

Knowledge Availability Systems Information Centeri 93 
Caurtenay» I, 

New York Univ., Center for Safety, 120 

Oanston, G. F» 

Cranston Research Inc., 51 

^ossman, £* 

Univ. of California, Fire Research Group, 159 
Crouch, K, £« 

General Electric Co., High Voltage Laboratory, 69 

CirowI^lL 

Cosmodynci 49 

Crulcc, W. J* 

Hazards Research Corporation, 75 

Currie, Capt. A, B, 

National Cargo Bureau, Inc., 108 

Curt; Rt 

York Research Corporation, 175 

Custen,L, 

Vitro Labs., 172 

Custer, R.. 

National Bureau of Standards, Center for Firo Research 
104 

Dalton, W*F, 

New York Univ., Center for Safety, 120 
Davis, L.R. 

World Data Center A: Rockets and Satellites, 174 
Davis, S* 

National Bureau of Standards, Center for Fire Research 
104 

Dawson, G, 

on and Hazardous Material Technical Assistance Data 
System, 133 

Dean, A* N, 

Naval Weapons Support Center, 319 
Deim, H. G. 

Georgia Inst of Technology, Engineering Experiment 
Station, 71' 

DeGlovanni, J, 

Allegany Ballistics Laboratory, 6 
Demetsky, M. J« 

Univ. of Virginia, Department of Civil Engmcering, 164 
Desmond, W* F* 

National Highway Traffic Safety Admin., Tech. Ref. Er. 
112 

Devauoy, M, J, 

D^ion Research Gentcr, 55 


deWit, R, 

National Bureau of Standards, Mechanical Properties 
Section. 107 

DIckason, J. 

Atlas Testing Laboratories, Inc., 19 
Dickey, T, R, 

Coast Guard, Cargo and Hazardous Materials Division 
41 

Dicks, J« B, 

University of Tennessee, Space Institute, 162 
Die^ch, F. F. 

Reynolds Metals Co., Technical Information Services 
144 

Dobson, Capt, H. C, 

National C^o Bureau, Inc., 108 

Doherty, E, J. 

American Bureau of Shipping, 10 
Donnerberg, R, L, 

Ohio State Univ., Physiological Fluid Mechanics Res. 
Grp., 132 

Dousin, D« R« 

Bartlesville Energy Research Center, 26 
Drake, E. M* 

Arthur D. Little^ Safety and Fire Technology Unit, 17 
Dubach, L. L. 

World Data Center A: Rockets and Satellites, 174 
Duggan, L. 

Airport Operators Council International, 5 
Dziedzic, X 

Crane Packing Company, 50 
Eagle, K* 

Boeing Vcrtol Co., Product Assurance and Syslcan Safety 
34 

Early, J* G* 

National Bureau of Standards, Mechanical Propetries 
Section, 107 

Early, R, D« 

Consumer Product Safety Commission, 4? 

Echols, C E, 

Univ. of Virginia, Department of Civil Engineering, 164 
Ecker, H« A, 

Geor^ Inst of Technology, Engineering Experiment 
Station, 71 

Edeskuty,. F. J, 

Lcs Alamos Scientific Lab., Cryogemc Engineering Sec- 
lion, 99 

Edner, P* G* 

Crypta»aalytic Computer Sciences, Inc., 54 
Etnhom, L N. 

University of Utah, Flammability Research Center, 163 
Eissenhuth, R, 

Pennsylvania State Univ., Applied Research Laboratory 
135 

Elizondo, R/S, 

Indiana University, Physiology Department 78 
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Elkowt J* D» 

New Yurk Univ*, Center for £^Cety, 120 
EUingseni H. V* 

Olija State Univ., Aviation Medldne Rese^ch Laborato* 
ry. 131 

Emery, A. F* 

Univ. of Washington, Department of Mechanical Engi- 
neering, 167 

Eppink, R. T* 

Univ* of Virginia, Department of Civil Engineering, 164 
Epstein, D« 

Ciyptanalytic Computer Sciences, In&, 54 
Epoteln, S, G, 

Alumimim Association, Inc., 8 
Erdogan, F« 

Institute of Fracture and Solid Mechanics, $0 
F6eth, G, 
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Allegany Ballistics Laboratory, 6 
Trettin, H, D. 

Boeing Aerospace Co., Product and System Safety Org. 
31 

Treyhig, H. J. 

Austin Research Engineers, Inc., 21 
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Arthur D. Little, Safety and Fire Technology Unit 
17 

Composite Materiala 
Brinson, Hr F* 

Virgpnia Polyteeb, Inst, Dept of Hngin. Set and 
Mech., 171 
Henneke, KG. 
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Slobodmnski, A* 

Plastics Technical Evaluation Center, 140 
Smith, M* 
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Airport Operators Council International, 5 

Education 

Barenkhm, K. E. 
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U. S. Army Agency for Aviation Safety, 154 
Waterman, W. W. 
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Grossman, B. R. 
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93 
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Explosions 
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Naval Weapons Support Center, 119 
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Gimler, L R. 

Allegany Ballistics Laboratory, 6 
Hawes, M, 
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Key, C 
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McLain, J. 
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Petino, G. 

ilazards Research Corporation, 75 
Pratt, T. H. 

Allegany Ballistics Laboratory, 6 
Queen, W. G. 

Army Materiel Command Safety Onice, 16 
Richardson, R. H. 
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Ambrose, L R. 
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Rdfsnider, K. L. 
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Sondor, B. I. 
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169 
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